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for " — 1.55." read — 0.55. 
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September 5th, 1896. 

To His Excellency, W. Y. Atkinson, Governor, and President of the 
Advisory Board of the Geological Survey of Georgia, 

Sir : — I have the honor to transmit, herewith, a preliminary 
report on a part of the Water-powers of Georgia, compiled by Mr. 
B. M. Hall, Special Assistant, from the report of Mr. C. C. Ander- 
son, late Assistant Geologist, and from other sources. 

During the past year, especially, there has been great demand 
for information, as to Southern water-powers, coming mostly from 
Eastern manufacturers, contemplating the establishment of cotton- 
mills and other factories in the South. This is, therefore, an op- 
portune time, for the issuing of such a bulletin, which will be the 
first of a series on this subject. Field-work, for a second bulletin, 
is now in progress ; and, as soon as sufficient data has been col- 
lected, a second report will be submitted. 

Very respectfully yours, 

W. S. Yeates, 

State Geologist. 
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WATER-POWERS OF GEORGIl^:. 



CHAPTER I 



INTRODUCTORY' 



The necessity for an economic survey of the water-powers 
of Georgia, that would show their number and their degree of 
availability for practical use, has long been felt. So, when the 
oflSce of State Geologist was revived, in the fall of 1889, by act of 
the legislature, with an appropriation for five years, from July ist, 
1890, Dr. J. W. Spencer having been elected State Geologist, a 
survey of the water-powers of the State was begun, by Mr. C. C. 
Anderson, Assistant Geologist, who continued field-work during 
field-seasons, until the close of the season of 1892. During this 
time, Mr. Anderson established gauge-stations and appointed 
gauge-readers, who made regular monthly reports of daily readings, 
for a period of thirteen consecutive months. These stations were 
established at certain points along the Chattahoochee, Flint and 
Ocmulgee rivers, and some of their tributaries. Mr. Anderson 
proceeded to make surveys of the shoals, by soundings along 
cross-sections, and by measuring the velocities of the streams, 
with a Haskell current-meter. He was under instruction, too, to 
make certain geological and timber observations, and to collect 

' By W. S. Yeates, State Geologist. 

(7) 
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8 •' •'•• INTRODUCTORY 

specim^s of minerals, rocks and soils, all of which he did. His 
repb«t*was submitted to the Geological Board, about the time the 
Sftcvey was reorganized in April, 1893; but it was never published. 

\/^n the course of a year's experience, it became apparent to the pres- 
^ /• ent State Geologist, that a published report on the water-powers of 

- Georgia was greatly needed; for many inquiries for information on 
this subject were constantly coming to him from manufacturers and 
others outside the State. By advice of the Geological Board, a com- 
petent hydrographic engineer was employed, to carefully examine 
Mr. Anderson's report, and, subsequently, to compile, from it and 
other reliable sources, material for a preliminary bulletin on such of 
the water-powers in the State, as had been surveyed. Such published 
work as was done by the Survey, when Dr. George Little was State 
Geologist, from 1874 to 1879, has been made use of; and the United 
States Weather and Census Reports have, in a measure, contributed 
to this bulletin. While it cannot be claimed, that this report is 
complete, even as to the rivers and tributaries undertaken ; yet, it 
will serve to call attention, in a practical way, to a large number of 
valuable water-powers, by far the greater number of which are 
unutilized. On the map, which accompanies the report, there are 
a few omissions, which were occasioned by the compiler's failure 
to submit data, before the engraving was completed and the trans- 
fers were made. Along the tributaries of the three principal 
rivers, a number of water-powers are not given, because no surveys 
have been made. These will be surveyed, and included in the 
next one of this series. Arrangements have been made, by 
which this Survey is now working conjointly with the U. S. Geo- 
logical Survey on the Water-powers of Georgia. This plan of co- 
operation gives to each Survey the data collected in the field by 
the other, whereby each is enabled to cover more territory, in a 
given time, than it otherwise would be able to do. 
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CHAPTER II 



THE RECENT INCREASE IN THE VALUE OF WATER- 
POWERS, ESPECIALLY THOSE OF GEORGIA 



Very few of the large water-powers of Georgia are utilized. This 
is a fact, not from lack of energy and enterprise in the people of 
the State ; but because their energy has, heretofore, been directed 
mainly to agriculture and commerce, and not to manufacturing. 
But a rapid change is taking place in this respect ; and it is all the 
better for our future, that this, the dawn of the age of electricity, 
has found us with undeveloped powers, ready to receive the latest 
and best machinery, without the loss and expense of taking out old 
machinery, to make room for it; or, worse still, the necessity of 
running the antiquated machinery at a great loss, when it is brought 
into competition with the latest improvements. 

This bulletin locates, and gives some information concerning, 
hundreds of water-powers in the State, many of the smaller being 
utilized, and a few of the larger, partly utilized ; but by far the 
greater number are absolutely in their natural state. 

The following are some of the great powers, in the State, that 
are running to waste : — 

Tallulah Falls, in Rabun county, with a 335-foot fall. 

Coosawattee Shoals, in Gilmer and Gordon counties, a succession of 
cascades for seventeen miles. 

The Etowah Mining Co^s. Shoals, at Cartersville, on the Etowah 
river, with a fall of 50 feet. 

(9) 
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10 RECENT INCREASE IN VALUE, ETC. 

The Great AnUcalola Skoals, in Dawson county, with a 234-foot 
fall. 

Roswell and Bull Sluice Shoal, on the Chattahoochee river, in Ful- 
ton county, fourteen miles from Atlanta, with 50 feet of fall. 

The Vitdng Shoals, on the Chattahoochee river, in Fulton county, 
seven miles from Atlanta, with a fall of 32 feet. 

The Jack Todd Shoal, on the Chattahoochee river, in Harris 
county, near West Point, with 5 1 feet of fall. 

Hargett Island Shoals, on the Chattahoochee river, in Harris 
county, with 60 feet of fall. 

The Great Shoals, on the Chattahoochee river, at Columbus, with 
120 feet of fall. 

Flat Shoals, on the Flint river, in Pike and Meriwether counties, 
with 32 feet of fall. 

Yellow Jacket Shoals, on the Flint river, in Upson county, with a 
36-foot fall. 

Rogers' Skoal and Nelson's Skoal, on Big Potato creek, Upson 
county, with 81 feet and 115 feet of fall, respectively. 

High Falls, on the Towaliga river, Monroe county, with a fall of 
96 feet. 

Sweet-water Skoals, on Sweet-water creek, Douglas county, near 
Austell, with an 80-foot fall. 

Cedar Skoals, on the Yellow river, in Newton county, with 55 
feet of fall. 

Gamer Skoals, on Alcovy river, in Newton county, with a fall of 
85 feet. 

Tke Harper or Pittman Shoal^ on the Ocmulgee river, in Butts 
county, with a 28-foot fall and a six-foot shoal just below it. 

TaUassee Bridge Skoal, on Middle Oconee river, in Jackson county, 
with a 52-foot fall. 

High Skoals, on the Apalachee river, in Oconee county, with 50 
feet of fall. 
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RECENT INCREASE IN VALUE, ETC \ i 

Bametts Shoal, on the Oconee river, in Oconee county, with a 54- 
foot fall. 

Trotter^ s Shoalj on the Savannah river, in Elbert county, with 75 
feet of fall. 

Anthony Shoal, on the Broad river, in Elbert and Lincoln counties, 
with over 70 feet of fall. 

These powers are mentioned here, to attract attention to the 
tabulated statements of Chapter III, where they, with numerous 
others, are given in detail. 

Water-power has always been recognized as the cheapest and 
best power for running stationary machinery. Hence, in all manu- 
facturing countries, the powers, that are conveniently located, with 
reference to transportation, and capable of being developed at a 
reasonable cost, have formed the nucleus for important industrial 
towns. As these towns have grown, and offered advantages for 
manufacturing, beyond the capacity of the available water-power, 
steam-power has been added, rather than go to other and less 
favorable localities, for more water-power. This is why such cities 
as Lowell, Mass., use more steam-power than water-power — a fact 
that has furnished a pretext for all kinds of unreasonable argu- 
ments, to prove that steam-power is cheaper than water-power ; 
arguments, that are made by people interested in the manufacture 
of steam-engines, the development of coal mines, or the pros- 
perity of towns, not blessed with water-power. It has been freely 
admitted, by all advocates of water-power, that it is often cheaper to 
erect and operate a steam-plant in a favorable locality, than to 
develop and run a water-power, where there are no facilities for 
transportation; and this fact has caused many iine water-powers to 
remain undeveloped. But the recent improvements, in electric 
motors and long distance transmission, have brought about a new 
era in water-power development. As factories could not go to 
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1 2 RECENT INCREASE IN VALUE, ETC, 

these water-powers, the water-powers are beginning to come to the 
factories; and, not only to the factories, but to the operation of 
railroads, a field which has, until recently, been considered the 
exclusive domain of the steam locomotive. It does not even stop 
at this point; for it is rapidly displacing coal-gas and steam- 
generated electricity, in lighting our cities; and it may soon per- 
form an important part in cooking and heating. 

The old idea of development was to bring a power-canal into 
a city, and build factories along the canal; but many cities, 
located on or near rivers, having fine shoals, are prevented from 
doing this, by topographical difficulties, that are practically insur- 
mountable. With the possible exception of Macon and Milledgeville, 
the only city in Georgia, favorably located for this kind of power- 
development, is Augusta ; and it is highly probable, that the 
Augusta power-canal, constructed in 1847, is the only one of the 
kind, that any Georgia city will ever possess. There is no longer 
the same necessity for this kind of development. The modern 
plan of placing a generating-plant at the shoals, and transmitting 
the power, electrically, for distribution wherever it is needed, is, in 
most cases, infinitely better; and the day is not far distant, when 
many towns, situated in or near the Crystalline Belt of Georgia, can 
have all the power desired, at a much smaller cost than steam- 
power. Capitalists are now contemplating the taking hold of an 
enterprise to develop the large powers on the Chattahoochee river, 
near Atlanta, for this purpose; and other cities in the State are 
also planning to make use of contiguous water-powers, in the same 
way. 

The foregoing discussion is to show the great possibilities for 
water-power, as a source of city-power, and its corresponding in- 
crease in value. It is not intended to intimate, that the powers of 
this State are less conveniently located for factory-sites, than those 
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RECENT INCREASE IN VALUE, ETC. i j 

of other States, On the contrary, many of the best water-powers 
are close to important railroads, and offer beautiful locations for 
manufacturing towns. Many others, near railroads, but situated in 
deep gorges and among rock-cliffs, can be profitably utilized, by 
placing a power-station at the shoal, and transmitting the power^ 
electrically, to a good factory-site on the railroad. 

There are also many valuable powers in our mining and quarry- 
ing regions, that can be utilized in like manner. The granite quar- 
ries of Lithonia and Stone Mountain can be run by power from 
South river, near at hand. The marble quarries of Long Swamp 
valley in Pickens county, where more than two million dollars is 
already invested in developments, can be run by power from the 
Amicalola river, eight miles distant; and the gold mines, that cover 
a large area in the State, can have cheap power from the adjacent 
streams, for running drills, ventilators and hoisting and milling 
machinery, thus encouraging deep mining, which is so necessary 
to the proper development of such properties. It is now an ac- 
knowledged fact, that cotton-goods can be manufactured more 
cheaply in the South, than anywhere else; and the bringing of the 
cotton- factories to the cotton-fields, which has already been begun 
in earnest, will continue, until the greater portion of our cotton 
crop will be shipped in the form of manufactured goods. Eastern 
capitalists, seeing and acknowledging this tendency, are beginning 
to investigate our region, with a real desire to find out something 
about it. 

It is expected, that the Cotton States and International Exposi- 
tion, recently held in Atlanta, will largely increase the demand for 
information along this line; and this bulletin, the first of a series on 
this subject, is compiled for the purpose of giving such information, 
concerning our water-powers, as is attainable from the data, thus far 
collected. 
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CHAPTER III' 



THE STREAMS AND DRAINAGE BASINS OF GEORGIA, 

WITH TABLES SHOWING TRIBUTARIES AND 

WATER-POWERS 



DRAINAGE BASINS 



A study, of the water-courses of Georgia is peculiarly interesting. 
The streams all rise within the borders of the State, and flow to the 
four points of the compass, forming a large number of separate and 
distinct drainage basins, which discharge into either the Gulf of 
Mexico or the Atlantic Ocean, at points very remote from each 
other. The nine principal drainage basins,* that lie wholly or partly 
in the State, are : — 

First — The Tennessee Basin, occupied by tributaries of the Ten- 
nessee river, whose waters find their way through the Mississippi to 
the Gulf, below New Orleans. 

Second — The Mobile Basin, in which originate the Coosa and 
Tallapoosa rivers, with their outlets into the Gulf at Mobile. 

Third — The Apalachicola Basin, through which run the waters of 
the Chattahoochee and the Flint rivers, reaching the Gulf at Apa- 
lachicola. 

Fourth — The Altamaka Basin, including the Oconee and Ocmul- 

By authority of the Geological Board of Georgia, this chapter was foralshed by the SUte Geolo- 
gist to the Commissioner of Agriculture, for use in *' Georgia : Her Resources, etc.", published in 
1895. 

See map, page x6. 

(M) 
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gee waters, which enter the Atlantic Ocean, by way of the Altamaha 
river. 

Fifth — The Ogeechee Basin^ which is drained into the Atlantic 
Ocean, by the Ogeechee river. 

Sixth — The Savannah Basin, which is drained by the Savannah 
river into the Atlantic Ocean. 

Seventh — The Ocklockonee Basin, which is drained into the Gulf 
through Ocklockonee bay. 

Eighth — The Suwannee Basin, which is drained into the Gulf by 
the Suwannee river. 

Ninth — The Satilla and St, Mary's Basin, the rivers of which flow 
into the Atlantic Ocean near Cumberland Island. 

Five of these basins, the Tennessee, the Mobile, the Apalachicola, 
the Altamaha and the Savannah, have a great portion of their terri- 
tory lying in the Crystalline Belt of the State, which is all that part 
of the State north of a line joining Augusta, Macon and Columbus, 
and east of a line passing through Polk, Bartow, Gordon and Mur- 
ray counties. These two lines are shown on the map, and are des- 
ignated, respectively, as the Southern Fall Line and the Western 
Fall Line. It may be said, in a general way, that the greatest 
water-powers in the State are at, or not far above, the points where 
the rivers cross these fall lines; but it must not be understood 
from this statement, that the greater part of the total water-power 
of the State is in the vicinity of these fall lines. These streams are 
a series of shoals from their heads to the fall line, which is the head 
of navigation in all the rivers, except the Etowah, and which marks 
the divide between the hard granite and schistose rocks of the older 
Crystalline region and the softer materials of a younger formation; 
but the last great plunge that the river makes, in its descent, forms a 
water-power, that is more important, than any other along its course. 
To illustrate: — The Chattahoochee river, from Thompson's bridge, in 
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1 6 DRAINAGE BASINS 

Hall county, to West Point, a distance of about i8o miles, falls 389 
feet, while from West Point to Columbus, a distance of only 34 
miles, it falls 362 feet.' About 120 feet of this is in the last four 
miles above navigable water. There is no other four-mile section 
of the river, that has so great a fall. It is thus seen, that, while the 
river has a very large amount of available power along its upper 
course, the combination, at Columbus, of great fall and great vol- 
ume makes a most valuable water-power, the largest in the State, 
being nearly 80,000 gross horse-power at average low-water. It is 
also true of the Oconee, Savannah, Ocmulgee, Etowah and Coosa- 
wattee, that they have a greater concentration of power at or near 
the limit of the Crystalline rocks, than at any other single point; but 
the rivers of the Atlantic slope occupy lower basins in the Crystal- 
line region, than that of the Chattahoochee, while the Paleozoic 
country, immediately west of the Western Fall Line, is much higher 
than the Tertiary region, south of the Southern Fall Line; conse- 
quently, these rivers have no such shoals at the fall line, as those 
on the Chattahoochee at Columbus. 

A striking characteristic of the Savannah and Ocmulgee rivers is 
the great height of the shoals on their large tributaries; notably, 
Tallulah Falls and Anthony Falls of the Savannah basin; and the 
high falls on the Towaliga, Alcovy, Yellow and South rivers of the 
Ocmulgee water-shed. 

It will be readily understood, from the foregoing, that the im- 
portant water-powers of the State are confined mainly to the Crys- 
talline region, where the fall is steep, and the country-rock is gneiss 
and micaceous slates. These streams drain off most of the rainfall, 
that is not evaporated. Being in a region, where the rainfall is 
remarkably uniform throughout the year, they can be relied on, for 
constancy of supply. 

The river cuts through Pine Mountain Range (the Gulf Coast Range), about half way from 
West Point to Columbus. 
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Special attention may be called to the form and position of the 
Chattahoochee water-shed. It is very narrow in proportion to its 
length and depth. Its greatest breadth is in the Blue Ridge moun- 
tains of Lumpkin, White and Habersham counties, where the autumn 
rainfall is nearly twice as great, as it is at Atlanta. The Atlanta 
rainfall may be taken as an average, for all that part of the Crystal- 
line region, which is not mountainous. The table on the following 
page, showing this precipitation for twenty-six years, is from the 
records of the U. S. Weather Bureau. 
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The following lists of important streams, and the accompanying 
water-power tables, give some idea of the extent and distribution 
of the water-powers of the State, and the work to be done, in order 
to arrive at a full knowledge of them. The tables are a compi- 
lation of data, derived from all available sources. In all the streams, 
covered by the surveys of Mr. Anderson, the compiler has com- 
puted, from his data, volumes corresponding to the lowest stages 
noted in his fluctuation-tables. While it is not claimed, that the 
low-water volumes, thus deduced, are absolutely correct, they ar^ 
given as a close approximation of the true volumes, that would 
have been found by measurement, at the lowest stages noted in the 
tables. The data, as to other streams, has been derived from Janes's 
Hand-book of Georgia, Henderson's Commonwealth of Georgia, 
the loth Census Report of the United States, and from other 
sources. It is mostly of a general nature, serving to call attention 
to certain water-powers, without giving definite information con- 
cerning them. The fall, where given, is probably accurate, as the 
surveys were made by engineers of high standing ; but the meas- 
urements of volume^ though correct for the time they were taken, 
give little information, as to the flow of the stream throughout the 
year. The volumes, given by the U. S. Census Reports, are esti- 
mated from the area of water-shed, and are used, only, when there 
is no positive information obtainable. The tables of utilized power 
are from the loth U. S. Census Report, being the only data at 
hand. Mr. Anderson's statistics of utilized power are given in the 
regular power-tables ; but they cover only a limited area. 

In these tables, the column, ''Source of Information" shows the 
work of the Georgia Survey, 1874-79, by the names, C. A. Locke 
and D. C. Barrow. The names of Messrs. Frobel, Sublett and 
Carson represent surveys by the U. S. Government, 



Digitized by 



Google 



20 



TENNESSEE BASIN 





ties 
the 
the 




a o*M 




their heads t 
been made o 








111 


s 


•i-aS" 




.S "* « 


9i, 


2*0 o 




Sof 




"ol^g 




•9 o iT ^ 




§ a.S S. 




l*&& 




JS^I 




^ 


g 




Q 




u 






•73 




^ -5 §5.9 flSd 






g 


• • - • S5 


§ 


1! S'\S-- -SS.M, . 


i 


aessee Riv 

«i M 

rkamanga 

wassee R 
coa River 

wassee Ri 
nessee Ri^ 
teley Rive 
wassee R 

*< 




I g u uu 




^ 


• •• ••••• 

.M 


i 


Nickajack Creek. . 
Lookout Creek. . . 

Toccoa River . . 
Fightingtown Cree 
Hemptown Creek 
Nuntootlee Creek. 
Nottcley River. . 
Hiawassee River. 
Cooper's Creek. . 
Brasstown Creek. 
Choestoc Creek . 
Wills Creek . . . 
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THE OGEECHEE BASIN 



The greater part of this drainage basin lies below the fall-line, 
and, as only that part, which lies above the fall-line, has much 
importance for water-power, this is the smallest and least im- 
portant of the six basins, considered from the standpoint of water- 
power. The first power, in going up the Ogeechee river, is at 
the fall-line, and is known as the Shoals of the Ogeechee. They 
are above the mouth of Little Ogeechee, 8^ miles from May field, 
the nearest railroad station. Part of the power is utilized by a grist- 
and saw-mill. The entire fall of the shoal is 21 feet ; but the mill 
utilizes only about 18 feet, and about 40 net, 12-hour horse-power. 
The low season volume is estimated at 40 cubic-feet per second. 
With the fall, head and storage, 200 gross, 12-hour horse-power is 
available. The Jewell Cotton Factory, 4J^ miles from Mayfield, is 
the next power. For eight months in the year, 150 net, 12-hour 
horse-power is utilized with storage. During the other four months, 
it is sometimes necessary to use auxiliary steam-power to the extent 
of 125 horse-power. 

Nearly all the power on this basin being utilized, the following 
tabulated statement from the loth U. S. Census is given, as the best 

showing, that can be made. It is the only data available. 
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CHAPTER IV 



FLOW OF STREAMS 



The object of this chapter is to show, in a concise manner, the 
important facts, developed by the water-power surveys of Mr. C. C. 
Anderson, C.E., late Assistant State Geologist. 

The new and special feature, presented, is a compilation from his 
notes, showing in tabulated form the daily fluctuation, for thirteen 
consecutive months, at certain points on the Chattahoochee, the 
Flint and the Ocmulgee rivers, each table being accompanied by a 
cross-section of the stream, and by velocities taken with a Haskell 
current-meter at certain stages. From this, discharges, in cubic feet 
per second, are calculated. This is the first systematic attempt, at 
gauging any of the streams of the State, to determine their flow, at 
all seasons of the year. Unfortunately, it covers a very limited 
portion of the wide field, that is open for investigation; but the 
results are very gratifying, as far as they go. They make a good 
showing for the constancy of these streams, and will be of incalcu- 
lable value to the hydraulic engineer, in future investigations. 

The important items, that determine the value of any water-power, 
are: — Firsts the quantity of water flowing in the stream, at all seasons 
of the year; second^ the available fall; thirds its location; fourth^ the 
cost of development. A competent engineer can determine the 
last three of these items, in a short time, at any season of the year; 
but the first cannot be determined, in a short time. It must be 
found by a series of gaugings, extending over at least twelve con- 
secutive months, and, preferably, a great deal longer time. In the 
absence of data, obtained in this way, engineers are forced to form 

(59) 
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60 FLOIV OF STREAMS 

an estimate from the area and the character of the water-shed, rain- 
fall, statistics etc. A short method, frequently adopted, and which 
often leads to glaring errors, is to figure out a low water-flow for 
the river, at so many cubic feet per minute, for each square mile of 
water-shed, using, as a standard, the measured low water-flow of 
some other stream, assumed to be identical in its characteristics. 
But the water-shed rule, which applies to one stream, cannot be 
applied at random to all other streams, which seem to have the 
same general character of water-shed. Each stream has its own 
peculiarities; and, while it is a comparatively easy matter to 
arrive at an estimate of the total annual discharge, or run-off, and 
form a tolerably correct idea of the amount of water available for 
storage, when the form and area of the water-shed, geological for- 
mations and rainfall are known, the data, as to the low water-flow 
of a stream, must be derived from the actual daily fluctuations and 
measurements of discharge at known stages. When enough data 
of this kind has accumulated, a reliable curve of discharge can be 
made. In Mr. Anderson's work, the velocity was not metered, 
often enough, to give a complete curve of discharge; but some of 
the meterings were taken at such low stages, that a close approxi- 
mation to the minimum, for the' period covered by his observations, 
can be arrived at. Mr. Anderson established gauge-stations on the 
Chattahoochee, Flint and Ocmulgee rivers, in August, 189 1. At 
each station, a gauge-rod, divided into feet and tenths of feet, was 
set vertically in the stream, and firmly attached to a bridge-pier or 
some other permanent object. The rod was made of sufficient 
length, to cover the fluctuations of the stream, and its bottom end 
placed low enough in the water to be below the surface, at lowest 
stage. A gauge-reader, residing in the vicinity, was then employed, 
whose duty it was, to read the surface height of the water, every 
morning, and keep a record of it. Some of these gauge-readers 
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failed to note the stage of water, for several days at a time, thus 
causing blanks in the tables here presented; but, where these blanks 
occur, there are generally other stations on the same stream, that 
give the reading, for that day, and thus show, comparatively, the 
stage of water. * 

The following fluctuation-tables are made from these records. 
The readings, which were elevations above the bottom of the gauge- 
rod, have been reduced to elevations above the lowest observed 
water, which is the **0.0'' of the table, when given. 

At each gauge-station, a cross-section of the stream was made^ 
as shown in connection with the tables. The cross-section was 
divided into subsections, from five to fifty feet in width ; and the 
velocity, in feet per second, was taken at each subsection, with a 
Haskell current-meter, the stage of the stream being noted from 
the gauge-rod, at the time. At most of the stations, there has been 
a metering of the streams, at a low stage of water, so near to the 
minimum observed stage, that the velocities, v and v* , at given 
stage, and minimum observed stage, would be approximately pro- 
portional to the square roots of the respective areas of water-way, 

a and a\ So that, v^ ^= v A — In this way, the compiler has cal- 
culated a volume for minimum observed stage, at four of these 
stations, based on Mr. Anderson's lowest actual measurements. At 
two others, Mr. Anderson's statement, concerning the volume at 
minimum observed stage, has been given. 

Gauge-stations were also established on four branches of the 
Oconee river in January, 1893; but the only gauge-readings were 
for January and February, which was too short a time to render 
them of any value. 

Compare tables for Porter Mills, Roswell, West Point and Columbus. 
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FIG. X 




Irar4i(«t <««ta 



CROSS-SECTION OF THE SOQUBE RIVER, AT PORTER MILLS, HABERSHAM COUNTY, GEORGIA 

FLOW OF THE SOQUEE RIVER, AT PORTER MILLS, 
HABERSHAM COUNTY, GEORGIA 



No. 


Date of Meas- 
urement 


Stage 


Area in 
Sq. Ft. of 
Cross- 
Section 


Velocity 
in Feet 

per 
Second 


Discharge 

in Cu.Ft. 

per Sec. 


REMARKS 


I 
2 

3 


Dec. 1890 
Aug. 13, 1891 


Not 
given 

0.6 
0.0 


306.6 
336.0 
250.0 


0.90 
1.22 
1.66 


2759 
409.9 
266.6 


Different section, measured by 

C. C. Anderson. 
Section, here given, was measured 

by C. C. Anderson. 
Section calculated. 
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TABLE I 

DAILY FLUCTUATIONS IN FEET AND TENTHS 

Lowest Observed Stage == ojo 

The Soquee River at Porter Mills, Habersham County, Georgia 



V 


1891 


1892 


I 


Aug. 


Sept. 


Oct. 


Nov. 


Dec. 


Jan. 


Feb. 


Mar. 


Apr. 


May June 


July 


Aug. Sept. 


I 




0.7 


0.2 


0.2 


0.3 


0.3 


0.5 


o.S 


0.5 


0.8 


o.S 


0.7 


0.6 


0.5 


2 




0.4 


0.2 


0.2 


0.3 


0.3 


0.5 


0.5 


0.5 


0.8 


0.8 


0.7 


0.6 


o.S 


3 


Qo 


0.4 


0.2 


0.2 


0.3 


0.7 


0.5 


0.5 


0.5 


0.8 


I.O 


0.7 


0.5 


0.5 


4 


<» 


0.5 


0.2 


0.2 


0.3 


0.4 


0.5 


o.S 


0.5 


0.8 


1.3 


0.7 


0.5 


0.5 


5 


s 


0.2 


0.2 


0.2 


0.4 


0.5 


0.5 


0.5 


0.5 


0.8 


0.8 


1.8 


0.5 


0.5 


6 




0.3 


0.2 


0.2 


0.6 


0.7 


0.5 


0.6 


2.8 


0.7 


0.8 


1.2 


0.5 


0.5 


7 


1 


<^.3 


0.3 


0.2 


0.2 


0.5 


0.5 


0.7 


2.0 


0.7 


0.8 


I.O 


0.5 


0.5 


8 


< 


0.3 


0.2 


0.5 


0.0 


0.5 


0.7 


1.2 


1.7 


0.7 


0.8 


0.8 


I.O 


0.5 


9 


C3 


0.3 


0.2 


0.4 


0.6 


0.5 


0.6 


0.8 


1.2 


0.7 


0.8 


0.8 


0.6 




10 


« 


0.3 


0.1 


0.3 


0.5 


0.6 


0.6 


0.6 


I.O 


o.V 


0.7 


0.8 


0.6 




II 




0.2 


0.1 


0.2 


0.5 


0.8 


0.5 


0.5 


I.O 


0.8 


0.7 


2.8 


0.6 




12 




0.3 


0.1 


0.2 


0.3 


0.8 


0.5 


0.5 


0.9 


0.7 


0.6 


1.3 


0.6 




13 


0.6 


0.4 


0.1 


0.2 


0.3 


2.8 


0.5 


0.5 


0.8 


0.7 


0.6 


I.O 


0.8 




M 


0.4 


0.3 


0.2 


0.2 


0.3 


1.7 


0.5 


0.5 


I.O 


0.7 


0.6 


0.8 


0.8 


ON 


15 


0.4 


0.2 


0.2 


0.2 


0.5 


I.I 


0.7 


0.5 


0.8 


0.7 


0.5 


0.8 


0.6 


QO 


16 


0.4 


0.2 


0.1 


0.2 


0.7 


0.8 


0.6 


0.5 


0.8 


0.7 


0.6 


0.8 


0.6 


4 


17 


0.4 


0.2 


0.1 


0.2 


0.5 


0.8 


0.5 


0.5 


0.8 


1.7 


0.6 


0.8 


0.6 


1 

s 


18 


0.4 


0.2 


0.1 


0.2 


0.4 


I.I 


0.5 


0.5 


0.8 


1.7 


0.6 


0.8 


0.6 


19 


0.4 


0.2 


0.2 


0.2 


0.4 


1.5 


0.5 


0.5 


0.8 


0.7 


0.6 


0.8 


0.5 




20 


0.6 


0.2 


0.3 


0.2 


0.4 


I.I 


0.6 


0.5 


0.8 


0.7 


0.8 


0.8 


0.5 


in 

t3 


21 


0.5 


0.2 


0.1 


0.2 


0.3 


0.8 


0.8 


0.5 


0.8 


0.7 


1.5 


0.8 


0.5 





22 


0.3 


0.2 


0.2 


0.3 


0.3 


0.8 


0.7 


0.5 


0.8 


0.7 


1.5 


0.8 


0.4 


u 


23 


0.3 


0.2 


0.2 


0.4 


0.4 


0.8 


0.6 


0.6 


0.8 


0.7 


1.0 


0.8 


o.S 




24 


0.6 


0.2 


0.2 


0,6 


0.4 


0.8 


0.6 


0.8 


0.8 


0.7 


08 


0.8 


0.5 




25 


0.5 


0.2 


0.2 


o.S 


0.4 


0.8 


0.6 


1.2 


0.8 


•0.7 


0.8 


0.8 


0.5 




26 


0.4 


0.2 


0.2 


0.4 


0.4 


0.7 


0.5 


0.8 


0.8 


0.6 


0.8 


0.8 


0.5 




27 


0.6 


0.2 


0.2 


0.4 


0.4 


0.7 


0.5 


0.7 


0.8 


0.6 


0.8 


0.8 


0.5 




28 


0.7 


0.2 


0.2 


0.3 


0.4 


0.6 


0.5 


0.7 


0.8 


0.6 


0.8 


0.7 


0.8 




29 


0.4 


0.3 


0.2 


0.3 


0.4 


0.6 


0.5 


0.6 


0.8 


0.6 


0.8 


0.7 


0.7 




30 


0.4 


0.3 


0.2 


0.3 


0.4 


0.5 


. • 


0.6 


0.8 


0.6 


0.8 


0.7 


0.6 




31 


0.3 


. . 


0.2 


• . 


0.3 


0.5 


. . 


0.5 


. . 


0.6 


. . 


0.7 


0.5 





Note — In the original monthly table, the stages given were the heights 
bottom of the gauge-rod, which point was 2.2 feet below the 



of the surface 
oof this table. 
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FIG. 2 



tmifiiiiT 



CROSS-SECTION OF THE CHATTAHOOCHEE RIVER, AT ROSWELL BRIDGE, BETWEEN 
FULTON AND COBB COUNTIES, GEORGIA 



FLOW OF THE CHATTAHOOCHEE RIVER, 
AT ROSWELL BRIDGE 



No. 


Date of Meas- 
urement 


Stage 


Area in 
Sq. Ft. of 
Cross- 
Section 


Velocity 
in Feet 

per 
Second 


Discharge 

in Cu. Ft. 

per Sec. 


REMARKS 


I April 22, 1891 


2.0 


1,960.4 


3-70 


7.253.5 


Measured by C. C Anderson. 


2 April 12, 1892 


1.2 


I.913.O 


2.85 


5.452.0 


Measured by C. C. Anderson. 


3 July 2, 1892 


0.4 


987.2 


3.22 


3.178.7 


Measured by C. C. Anderson. 


4 


0.0 


770.4 


2.84 


2,190.5 


Calculated. 
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TABLE II 

DAILY FLUCTUATIONS IN FEET AND TENTHS 

Lowest Observed Stage = 0^ 

The Chattahoochee River at Roswell Bridge, Cobb and Fulton Counties, 

Georgia 





1891 


1892 


•J 


Aug. S 


ept. Oct. 


Nov. 


Dec. 


Jan. 


Feb. 


Mar. 


Apr. 


May 


June 


July 


Aug. 


Sept. 


1 






0.2 




0.4 


0.5 


0.5 


1.2 


0.4 


0.1 


0.4 


0.2 


0.1 


2 




00 


0.2 


1 


0.3 


0.5 


04 


I.I 


0.4 


0.1 


0.4 


0.6 


0.1 


3 




• jS 


0.2 




0.4 


0.5 


0.3 


0.9 


0.4 


0.9 


0.4 


0.4 


0.0 


4 




. ^ 


0.2 


1 


1.2 


0.5 


0.3 


0.8 


0.3 


2.0 


0.4 


0.2 


0.0 


5 




• 1 


0.3 




1-5 


0.5 


0.3 


0.7 


0.2 


1.6 


0.6 


0.2 


0.0 


6 




c 


0.3 


I.I 


2.2 


0.5 


0.3 


2.2 


0.2 


1.5 


1.9 


0.1 


0.0 


7 




0.2 


1.2 


2.0 


0.5 


0.3 


5.0 


0.2 


0.8 


1.0 


0.1 


0.0 


8 




: t 


0.2 


0.8 


1.8 


0.8 


1.2 


5.6 


0.2 


0.8 


0.8 


0.1 


0.0 


9 




0.2 


0.5 


1.5 


0.9 


2.0 


4.2 


0.2 


1.0 


0.7 


0.1 




10 




• 0.2 


0.3 


0.4 


1.2 


0.8 


1.2 


1.7 


0.5 


0.6 


I.I 


0.2 




II 




• 0.1 


0.4 


0.3 


I.I 


0.6 


I.I 


1.2 


0.8 


0.3 


2.8 


0.2 




12 




• 0.2 


0.6 


0.3 


2.1 


0.5 


0.9 


1.2 


0.9 


0.2 


3.2 


0.2 




13 




• 0.3 


0.5 


0.4 


3.2 


0.5 


0.6 


1.0 


0.6 


0.2 


2.2 


0.1 




14 




. 0.4 


0.5 


0.3 


54 


0.5 


0.5 


0.9 


0.4 


0.2 


1.2 


0.0 




15 




• 1-5 


0.3 


0.2 


6.5 


0.7 


0.4 


I.I 


0.2 


0.2 


1.0 


0.0 




16 




• 1.5 


0.3 


0.8 


6.8 


0.7 


0.4 


I.I 


0.2 


0.1 


0.8 


0.0 


(4 


17 




• 1.3 


0-3 


1.2 




0.6 


0.4 


0.7 


0.2 


0.1 


0.7 


0.1 


3^ 

QO 


18 




1.2 


0.3 


0.5 




0.6 


0.4 


0.6 


0.3 


0.1 


0.6 


0.4 


i 


19 




I.I 


0.3 


0.5 




0.5 


0.6 


0.6 


0.8 


0.2 


0.6 


0.6 


QO 

u 


20 




. . 1.2 


0.3 






0.6 


0.6 


1.2 


0.6 


0.2 


0.9 


0.4 


1 


21 




. • I.I 


0.3 






1.8 


0.5 


0.9 


0.5 


I.I 


0.7 


0.2 


a 


22 

23 




. . 0.7 
. . 0.3 


0.4 
0.8 


& 


1 




2.3 
1.4 


0.5 
0.5 


0.9 
0.9 


0.4 
0.3 


1.2 
0.8 


0.7 
0.4 


0.2 
1.6 


cS 


24 
25 




. . O.I 
. . 0.0 


1.2 
1.2 





1.0 
0.7 


0.6 
0.9 


0.9 
0.7 


0.2 
0.2 


2.9 
1.2 


0.4 
I.I 


1.2 
1.2 


126 




• • 0.2 


1.2 




^ 


0.6 


2.6 


0.7 


0.2 


1.0 


0.5 


1.0 




27 




. . 0.2 


1.2 


0.4 




0.5 


3.2 


0.5 


0.2 


I.I 


0.3 


0.9 




28 




. . O.I 


1.2 


0.3 




0.5 


1.5 


0.5 


0.2 


I.O 


0.3 


I.I 




29 




. . O.I 


• . 


0.3 




0.5 


1.4 


0.5 


0.2 


1.2 


0.2 


1.3 




30 




• . O.I 


. . 


0.2 




. . 


1.2 


0.5 


0.2 


0.7 


0.2 


0.2 




51 




. • 0.2 


. . 


0.3 




. - 


1.2 


• • 


0.2 


. . 


0.2 


0.2 





Note — In the 
torn of 



original monthly table, the stages given were the heights of the surface above the bot- 
the gauge-rod, which point was x.8 feet below the 0.0 of this table. 
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FIG. 3 



CROSS-SECTION OF THE CHATTAHOOCHEE RIVER, AT WEST POINT, TROUP COUNTY, 

GEORGIA 



FLOW OF THE CHATTAHOOCHEE RIVER, AT WEST POINT 

GEORGIA 



No. 


DateofMeas- 
nrcinciit 


Stage 


Area in 
Sq. Ft. of 
Cross- 
Section 


Velocity 
in Feet 

per 
Second 


Discharge 

in Cu. Ft. 

per Sec. 


REMARKS 


I 

2 

4 


Sept 26, 1 89 1 
Nov. 24, 1 89 1 


0.2 

2.4 

0.0 


3.519.5 
4,596.0 

3,400.0 


1.54 
2.00 

1.45 


S.414.2 
9,192.0 

4.939-5 


Measured by C. C. Anderson. 
Measured by C. C. Anderson. 

Calculated. 
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TABLE III 

DAILY FLUCTUATIONS IN FEET AND TENTHS 
Lowest Observed Stage = om 
The Chattahoochee River at West Point, Georgia 





1891 


1892 


1 


Sept. 


Oct. 


Nov. 


Dec. 


Jan. 


Feb. 


Mar. 


April 


May 


June 


July 


Aug. 


Sept. 


I 




0.5 


0.3 


1.0 




1.6 


1-5 


2.1 


1.6 


0.1 


1.7 


0.3 


0.6 


2 




0.6 


0.3 


1.3 




1.4 


1.4 


1.2 


1.9 


0.9 


1.3 


0.3 


0.3 


3 




0.6 


0.3 


1.3 




I.I 


1-3 


1-3 


0.9 


I.I 


I.O 


0.4 


0.2 


4 




0.6 


0.3 


1-4 




1-3 


1.7 


1.3 


0.9 


3.6 


0.9 


0.5 


0.2 


5 




0.6 


0.4 


2.1 




1.3 


1.8 


I.I 


0.9 


4.6 


0.8 


0.5 


0.3 


6 




0.4 


0.4 


2.2 




1.3 


I.I 


0.9 


0.9 


3.6 


1.0 


0.5 


0.0 


7 




0.4 


0.4 


24 




2.3 


1-3 


7^ 


0.8 


2.9 


1.8 


0.5 


0.0 


8 


t 


0.5 


0.4 


3.3 




2.3 


6.3 


12.8 


0.8 


I.I 


1.3 


0.9 


0.0 


9 




0.4 


0.4 


2.6 




4.7 


6.3 


13.4 


0.8 


1.3 


1.0 


1.0 




10 


0.6 


0.5 


3-0 




4.7 


5.7 


14.2 


I.I 


I.I 


3.3 


1.3 




II 


i. 


0.6 


1.5 


2.7 


•g 


4.0 


3-7 


8.9 


1.4 


1.4 


3^ 


0.9 




12 


A 


0.5 


1.5 


1.6 




3.7 


3.1 


3.3 


I.I 


1-5 


5.3 


0.6 




13 


1 


0.4 


1.2 


1.4 





2.7 


3.3 


2.3 


0.9 


1.4 


9.3 


0.4 




M 


n 


0.4 


1.2 


1.3 


Z, 


1-3 


1.6 


2.2 


0.8 


I.I 


8.3 


0.3 




15 




0.4 


1.8 


3-0 




1.3 


i.S 


2-3 


0.8 


1.0 


2.3 


0.0 




16 




0.5 


1.6 


2.2 




1.7 


1.4 


1.9 


I.I 


0.9 


1.0 


0.0 


. 


17 




0.3 


1.6 


3-7 




1.6 


1.5 


2.3 


1.2 


0.9 


0.9 


0.3 




18 




0.4 


1.6 


3-3 




1.6 


2.3 


2.9 


1.2 


0.9 


1.3 


2.5 


A 


19 




0.3 


1.6 


2.1 




1.4 


2.3 


2.0 


1.6 


0.9 


1.9 


3-2 


3o 


20 




0.3 


1.6 


2.1 




1.6 


2.5 


1.4 


1.4 


I.I 


2.3 


2.0 




21 




0.3 


1.6 


2.1 




3-3 


2.4 


2.0 


I.I 


1.9 


2.4 


1.0 


•s 


22 




0.3 


1.6 


2.6 




5.2 


1-3 


2.5 


I.I 


3-0 


1.2 


2.0 





23 




0.3 


1.9 


1.6 




5.2 


I.I 


2.1 


I.I 


4-9 


I.I 


1.9 


24 




0.3 


2.4 


1.4 




3.0 


2.1 


2.4 


0.8 


4.3 


0.3 


2.5 




25 


0.5 


0-3 


3.3 


1.6 




2.5 


5.8 


2.0 


0.8 


2.1 


0.4 


2.0 




26 


0.5 


0.3 


2.1 


2.6 




2.0 


10.0 


2.4 


0.8 


I.I 


05 


1.6 




27 


0.5 


0.3 


1-7 


1.2 


3.6 


1.9 


12.8 


2.0 


0.8 


2.1 


0.5 


1.0 




28 


0.5 


0.3 


1-3 


1.3 


3-3 


1.6 


10.0 


1.6 


0.9 


2.5 


0.8 


1-7 




29 


0.5 


0.3 


1-3 


1.2 


3.1 


1-5 


6.4 


1.6 


0.7 


2.1 


0.3 


1.2 




30 


0.5 


0.3 


1.3 


1.2 


2.3 


• . 


3.2 


1.5 


I.I 


2.0 


0.3 


1.0 




31 


• . 


0.3 


• • 


1-5 


2.1 


. . 


2.2 


. . 


I.I 


. . 


0.4 


1.0 





Note — In the 
bottom 



original monthly table, the stages 
of the gauge-rod, which point was 



given were the heights of the surface above the 
the same level as the 0.0 of this table. 
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FLOW OF STREAMS 



FIG. 4 



* ' » 



t**M&iM[*lM 



CROSS-SECTION OF THE CHATTAHOOCHEE RIVER, AT COLUMBUS, GEORGIA 



FLOW OF THE CHATTAHOOCHEE RIVER, AT COLUMBUS, 

GEORGIA 



No. 


Date of Meas- 
arement 


Staffe 


Area In 
Sq. Ft. of 

Cross- 
Section 


Velocity 
in Feet 

per 
Second 


Discharge 

in Cu. Ft. 

per Sec. 


REMARKS 


I 

2 

3 

4 


Aug. 24, 1 89 1 
Jan. 14, 1892 
Nov. 29, 1892 
Oct 29, 1 89 1 


1.5 

13.3 

4.8 

0.0 


2.365.75 
8,307.50 
4.083.06-f 


2.68 

Vel. not 
taken. 

4-94 


6.348.1 

20,190.8 
5,221.1 


Measured by C. C. Anderson. 

Maximum. 

Measured by C. C. Anderson. 

Stated in table by C. C. Anderson. 


' 
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TABLE IV 

DAILY FLUCTUATIONS IN FEET AND TENTHS 

Lowest Observed Stage = 0.0 
The Chattahoochee River at Columbus, Georgia 



1 


1891 


1892 


Aug. 


Sept 


Oct. 


Nov. 


Dec. 


Jan. 


Feb. 


Mar. 


Apr. 


May 


June 


July 


Aug.jsept. 


I 




0.9 


0.4 


0.6 


0.9 


I.O 


1.8 


1.8 


2.5 


2.0 


I.I 


1.6 


0.9 


0.9 


2 




0.8 


0.4 


0.2 


0.6 


1.6 


1.8 


1.8 


2.4 


1.6 


1.3 


1.5 


0.8 


0.9 


3 




I.O 


0.4 


0.2 


0.5 


2.1 


1.7 


1.7 


2.6 


1.6 


1.3 


1.7 


I.O 


0.8 


4 




1.8 


0.8 


0.1 


0.9 


1.8 


1.7 


1.6 


2.3 


1.5 


2.5 


1.7 


I.O 


1.2 


5 




1.3 


0.3 


0.1 


1.5 


1.8 


1.6 


1.5 


2.2 


1.5 


3.0 


I.I 


0.9 


0.5 


6 




1.5 


0.3 


0.1 


1.8 


1.6 


1.6 


1.8 


2.0 


1.4 


2.7 


1.8 


0.8 


0.4 


7 




i.i 


0.3 


0.2 


1.7 


2.0 


1.9 


1.6 


2.4 


1.6 


2.2 


1.3 


1.4 


0.4 


8 


, 


0.9 


0.2 


0.6 


2.0 


1.7 


2.3 


3.8 


7.3 


1.8 


2.0 


2.7 


1.2 


0.4 


9 


1 


0.6 


0.3 


0.1 


1.9 


1.7 


4.8 


4.8 


7.8 


1.3 


1.9 


2.0 


1.3 




10 


.fl 


0.4 


0.3 


0.1 


1.8 


1.9 


4.0 


3.9 


7.9 


1.3 


1.8 


4.0 


1.2 




II 


t 


0.4 


0.9 


0.7 


1.5 


1.7 


2.9 


3.2 


7.5 


1.3 


1.7 


4.2 


0.9 




12 


1 


0.5 


0.4 


0.9 


I.I 


3.3 


2.2 


2.4 


4.2 


1.2 


1.5 


4.3 


1.2 




13 


1.5 


0.4 


0.6 


1.3 


5.4 


1.9 


2.3 


3.9 


1.5 


1.2 


5.0 


I.O 




14 


1. 1 


0.4 


0.8 


I.O 


13.3 


2.1 


1.9 


3.6 


1.5 


I.O 


4.9 


1.3 




15 


1 


I.O 


0.4 


I.I 


0.8 


12.4 


2.0 


1.8 


3.5 


1.8 


0.9 


3.4 


0.8 




16 


1.0 


0.4 


0.4 


1.6 


9.7 


2.1 


1.7 


3.4 


1.2 


0.8 


2.6 


0.9 


« 


17 




0.9 


0.3 


0.4 


1.7 


8.7 


1.9 


1.6 


3.5 


1.2 


0.7 


2.1 


0.8 


€ 


18 




0.6 


0.6 


0.6 


1.8 


8.4 


1.9 


1.9 


3.2 


1.3 


0.8 


2.1 


1.4 


a 


19 




0.5 


0.0 


0.6 


1.9 


4.6 


1.8 


1.6 


3.1 


1.4 


1.4 


2.0 


1.3 


00 


20 




0.9 


0.0 


0.6 


2.0 


7-9 


1.8 


1.9 


3.0 


1.7 


0.9 


2.8 


3.0 


J8 


21 




0.5 


0.1 


0.6 


1.5 


7.8 


3-8 


1.6 


3.0 


1.5 


0.9 


2.7 


2.5 


0. 


22 




0.4 


0.1 


I.O 


1.3 


6.4 


3.8 


1.6 


2.6 


1,8 


2.2 


2.4 


1.7 


^ 


23 




0.3 


0.0 


1.7 


1.2 


4.3 


4.0 


1.6 


2.2 


1.3 


1.9 


1.7 


2.5 


1 


24 


1.5 


0.2 


0.0 


1.6 


I.I 


3.2 


3.1 


3.4 


2.3 


1.4 


2.1 


2.1 


2.7 


M 


25 


1.5 


0.2 


0.3 


1.7 


1-5 


2.6 


2.4 


4.6 


2.0 


1.2 


2.7 


1.7 


2.6 




26 


1.3 


0.1 


0.0 


2.0 


i.S 


2.4 


2.1 


II. 2 


1.9 


1.2 


2.2 


1.7 


2.1 




27 


1.2 


0.7 


0.0 


1.2 


1.6 


2.2 


2.0 


9.9 


1.8- 


I.I 


1.5 


1.9 


2.1 




28 


1.3 


0.4 


0.0 


0.9 


1.3 


2.1 


2.1 


7.1 


1.7 


I.I 


3.0 


1.2 


2.2 




29 


I.I 


0.4 


0.0 


1.4 


1.3 


2.0 


1.8 


4.8 


1.7 


1.4 


2.5 


1.2 


1.4 




30 


1.3 


0.4 


0.0 


0.9 


1.2 


1.9 


. . 


3.4 


1.7 


1.2 


1.9 


I.O 


1.3 




31 


0.9 


. . 


0.1 


. . 


I.I 


2.1 


. . 


2.8 


. . 


1.2 


. . 


0.8 


I.O 





NoTB.~In the original monthly table, the stages given were 
bottom of thegauge-rodt which point was x.6 feet 



the heights of the surface above the 
below the 0.0 of this table. 



Digitized by 



Google 



70 



FLOfV OF STREAMS 



FIG. 5 



t.n.f.M.T 



fi.urMi.r 



N**»t*i\t«l 



CROSS-SECTION OF THE FLINT RIVER, AT SULLIVAN'S MILL, PIKE COUNTY, GEORGIA 



FLOW OP THE FLINT RIVER, AT SULLIVAN'S MILL, 
PIKE COUNTY, GEORGIA 



No. 


Date of Meas- 
urement 


Stage 


Area in 
Sq. Ft. of 
Cross- 
Section 


Velocity 
in Feet 

per 
Second 


Discharge 

in Cu. Ft. 

per Sec. 


REMARKS 


I 
2 


Mar. i6, 1891 


2.6 
0.0 


674.5 
375.0 


0.91 
0.66 


612.6 
250.0 


Measured by C. C. Anderson. 
Calculated. 
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TABLE V 

DAILY FLUCTUATIONS IN FEET AND TENTHS 

Lowest Observed Stage = 0,0 

The Flint River, Sullivan's Mill, Pike County, Georgia 

Near Erin P. O., Meriwether County 





1891 


1892 1 


^ 

Q 


May 


June 


July 


Aug. 


Sept 


Oct. 


Nov. 


Dec. 


Jan. 


Feb. 


Mar. 


Apr. 


May June 


July 


Aug. Sept. 


I 




2.5 


3.1 


2.5 


2.4 


0.6 


0.7 


1.7 


1.4 


2.2 


2.2 


4.0 


2.0 


1.3 


2.3 


L4 


2.4 


2 




2.4 


2.7 


2.4 


2.4 


0.3 


1.0 


1.5 


1.5 


2.3 


2.2 


3.1 


L9 


1.2 


3.2 


1-3 


1.8 


3 




2.3 


3.1 


2.4 


2.3 


Q.4 


1.0 


1.4 


2.2 


2.3 


2.2 


2.8 


1.9 


1.4 


2.5 


1.7 


1.8 


4 




2.2 


2.8 


2.5 


2.5 


0.2 


1.3 


2.2 


1.8 


1.8 


2.1 


2.5 


1.9 


2.1 


2.1 


1.8 


I.S 


5 


. 


2.2 


2.4 


2.6 


2.6 


0.0 


1-3 


3.0 


1.4 


1.7 


2.0 


2.3 


1.8 


2.4 


2.4 


2.0 


1.6 


6 


t 


2.2 


2.4 


3.1 


2.7 


0.4 


1.3 


2.5 


2.2 


i.S 


1.9 


2.2 


1.8 


2.6 


2.6 


1.8 


1.5 


7 


i 


2.1 


2.5 


3.3 


3.1 


0.2 


1.3 


2.5 


3.1 


1.5 


2.1 


3.8 


1.8 


2.2 


2.8 


1.5 


1.4 


% 


tA> 


2.5 


2.3 


3.1 


2.7 


0.0 


1.0 


2.6 


2.9 


4.8 


2.9 


lO.I 


1.8 


2,0 


2.4 


1.2 


1.3 


9 


5^ 


4.9 


2.2 


3.3 


2.5 


0.6 


1.0 


2.0 


1.5 


7.1 


4.2 


13.S 


1.7 


1.9 


2.2 


1.6 




10 




3.2 


1.9 


2.9 


2.2 


0.7 


0.8 


1.6 


1.2 


8.5 


4.5 


lo.s 


1.7 


1.8 


3.4 


2.4 




II 


7.2 


L7 


2.7 


2.1 


0.6 


2.1 


1.5 


3.0 


7.1 


4.2 


6.3 


1.8 


2.4 


4.6 


2.3 




12 


4.7 


1.5 


2.4 


2.3 


0.6 


1.6 


1.5 


4.2 


5.2 


3.2 


4.3 


1.8 


2.1 


3.7 


2.2 




13 




5.1 


1.4 


2.4 


2.0 


0.7 


1.5 


1.4 


7.2 


3-4 


3.1 


3.3 


1.8 


1.8 


3.5 


2.0 




14 




5.3 


1.2 


..3 


1.8 


0.7 


1.4 


1.4 


14.2 


2.9 


2.8 


2.8 


1.8 


1.6 


4.2 


1.8 




IS 


2.6 


4.7 


1.2 


2.5 


1.5 


0.9 1.4 


i.S 


18.6 


2.8 


2.3 


2.6 


1.7 


1.5 


4.4 


1.6 




j6 


2.5 


4.4 


1.2 


2.7 


1.4 


0.7 


1.2 


i.S 


14.2 


3.4 


2.0 


2.2 


1.8 


1.4 


3.2 


I.S 




17 


2.4 


2.8 


I.I 


3.0 


1.6 


0.6 


1.2 


2.0 


12.4 


3.0 


1.8 


2.1 


1.9 


1.3 


4.4 


2.8 




18 


2.4 


2.2 


I.I 


2.7 


1.7 


0.5 


I.I 


2.4 


7.2 


3.1 


2.4 


1.9 


2.1 


1.2 


3.4 


8.5 




19 


2.5 


2.4 


I.I 


2.5 


1.9 


0.4 


I.I 


2.2 


7.8 


2.8 


3.0 


1.9 


2.4 


1.2 


2.9 


7.8 




20 


2.9 


2.4 


1.3 


2.6 


1.7 


0.3 


I.I 


2.4 


12.4 


2.3 


2.6 


1.8 


2.5 


1.7 


3.2 


5.7 


M 


21 


3.0 


2.4 


1.4 


2.7 


1.5 


0.3 


I.I 


2.2 


152 


3.2 


2.4 


1.8 


2.3 


2.8 


3.2 


5.2 


Si 


22 


2.7 


3.1 


1.6 


3.1 


L3 


0.3 


I.I 


2.0 


13.5 


4.6 


2.1 


2.0 


2.1 


2.3 


3.6 


3.2 


23 


2.6 


3.4 


1.8 


3.5 


I.O 


0.2 


2.2 


1.9 


10.4 


6.8 


1.8 


1.9 


2.0 


2.1 


3.4 


6.6 


24 


2.4 


4.0 


2.2 


7.1 


0.9 


0.2 


2.5 


1.8 


7.4 


5.8 


2.7 


1.8 


1.9 


2.0 


2.8 


6.8 


i 


25 


2.7 


4.7 


2.4 


7.8 


0.8 


0.2 


2.4 


1.7 


5.2 


4.5 


5.5 


1.7 


1.8 


2.2 


2.5 


5.8 


u 


26 


2.8 


4.2 


2.6 


7.3 


0.7 


0.3 


2.0 


1.6 


3.4 


3.1 


13.0 


1.7 


1.6 


2.4 


2.2 


7.8 




27 


2.8 


3.4 


2.7 


5.2 


0.6 


0.4 


1.7 


2.2 


3.0 


3.2 


14.8 


1.8 


1.5 


2.8 


1.8 


5.8 




28 


3.1 


2.7 


3.1 


4.7, 


0.5 


0.5 


1.5 


2.3 


2.8 


2.8 


15.0 


1.8 


1.5 


4.5 


1.8 


4.8 




29 


3-3 


2.5 


30 


3.9 


0.4 


0.6 


1.7 


1.7 


2.7 


2.4 


13.1 


1.9 


1.6 


3.7 


1.7 


3.0 




30 


3.1 


2.2 


2.7 


3.3 


0.3 


0.7 


1.8 


1.5 


2.6 


. • 


7.9 


2.0 


1.6 


3.7 


1.6 


3.1 




31 


2.6 


. . 


2.5 


2.7 


. . 


0.7 


• • 


1.4 


2.6 


' . 


5.2 


. . 


1.5 


. . 


1. 5 


3.2 1 1 



Note — In the original monthly 
bottom of the gauge-rod, 



table, the stages given were the heights of the surface above the 
which point was 1.2 feet below the 0.0 of this table. 
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FLOW OF STREAMS 



FIG. 6 



\^^^^ 



f....r..MT 



CROSS-SECTION OF THE FLINT RIVER, AT THE MACON k BIRMINGHAM R. R. BRIDGE,. 
MERIWETHER COUNTY, GEORGIA 



FLOW OF FLINT RIVER, AT THE MACON & BIRMINGHAM 
R. R. BRIDGE, MERIWETHER COUNTY, GEORGIA 



No. 


Date of Meas- 
urement 


Stage 


Area in 
Sq. Ft. of 
Cross- 
Section 


Velocity 
in Feet 

per 
Second 


Discharge 

in Cu. Ft. 

per Sec. 


REMARKS 


I 

2 


Aug. 25, 1891 
April I, 1892 


3.3 
2.2 


3.051.8-f 
1,904.7 


2.00 
1.84 


6,103.6 
3.497.9 


Measured by C. C. Anderson. 
Measured by C. C. Anderson. 



Data not sufficient for calculating minimum discharge 
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TABLE VI 

DAILY FLUCTUATIONS IN FEET AND TENTHS 

Lowest Observed Stage =^ 0,0 

The Flint River at the Macon and Birmingham R. R. Bridge, Meriwether. 

County, Georgia 



^ 


189 1 






1892 












Aug. 


Sept. 


Oct 


Nov. 


Dec. 


Jan. 


Feb. 


Mar. 


Apr. 1 May June 


July 


Aug. 


Sept. 


I 




0.9 


0.2 


0.3 


0.8 


0.8 


1.4 


1.3 


2.2 


0.9 


0.4 


0.8 


0.4 


1.2 


2 




3.4 


0.2 


0.2 


0.7 


1.3 


1.4 


1.3 


1.9 


0.8 


0^ 


0.7 


0.3 


0.8 


3 




2.9 


0.2 


0.2 


0.7 


1.3 


1.2 


1.2 


1.7 


0.8 


1.0 


0.6 


0.3 


0.7 


4 




3.0 


0.2 


0.3 


1.2 


1.2 


1.2 


1.2 


1.6 


0.8 


1.8 


0.4 


0.8 


0.6 


5 




2.1 


0.2 


0.3 


I.I 


1.0 


I.I 


I.I 


1.5 


0.7 


I.I 


I.I 


0.7 


0.5 


6 




I.I 


0.2 


0.4 


1.6 


1.3 


1.7 


I.I 


1.5 


0.7 


1.2 


2.3 


0.4 


0.4 


7 




0.9 


0.2 


0.4 


1.6 


1.8 


6.1 


I.I 


1.9 


0.6 


1.0 


1.4 


0.7 


0.4 


8 




0.8 


0.2 


0.3 


1.8 


1.7 


5.3 


2.1 


3.4 


0.6 


0.8 


1.2 


0.6 


0.4 


9 




0.7 


0.2 


0.3 


1.5 


1.4 


6.1 


2.4 


5.5 


0.6 


0.6 


0.9 


1.9 




10 


0* 


0.9 


0.2 


0.5 


1.3 


1.5 


4.7 


2.3 


5.1 


0.6 


0.7 


3.0 


1.5 




II 


XT, 


0.7 


0.2 


0.9 


1.2 


1.6 


3.4 


2.0 


3.2 


0.7 


0.6 


3.2 


1.2 




12 


N 


1.2 


0.0 


0.9 


1.0 


2.6 


2.8 


1.6 


2.1 


0.8 


0.6 


2.5 


0.8 




13 


1 


1.3 


0.1 


0.7 


0.7 


4.2 


2.1 


1.4 


1.8 


0.7 


0.4 


1.9 


0.6 




14 


§ 

1 


1.5 


0.1 


0.7 


0.8 


8.8 


1-7 


1.3 


1.6 


0.6 


0.3 


1.9 


0.4 




15 


1.3 


0.3 


0.6 


0.8 


lO.I 


1.8 


1.2 


1.5 


0.6 


0.2 


1.8 


0.3 




16 




I.O 


0.2 


0.5 


1.2 


9.6 


1.9 


I.I 


1.4 


0.7 


0.2 


1.6 


0.3 




17 




0.9 


0.1 


0.5 


1.6 


7.2 


1.8 


I.I 


1.3 


0.7 


0.2 


1.6 


1.7 




18 




0.3 


0.1 


0.5 


1.5 


4.3 


1.6 


1.5 


1.2 


0.7 


0.2 


1.9 


3.1 


1 


19 




0.2 


0.0 


0.5 


1.3 


9.1 


1.5 


1.6 


1.2 


1.0 


0.6 


2.2 


4.4 


00 


20 




0.2 


0.0 


0.5 


i.S 


8.8 


1.4 


1-5 


1.2 


0.9 


0.7 


2.2' 


3.4 


-k 


21 




0.3 


0.0 


0.5 


1.4 


7.4 


2.3 


1.3 


I.I 


0.8 


1.5 


1.7 


2.4 


S, 


22 




0.2 


0.1 


0.4 


1.2 


4.8 


2.7 


1.2 


1.2 


0.7 


1.5 


1.7 


2.3 


1 


23 




0.2 


0.2 


0.6 


I.I 


2.8 


3.4 


I.I 


I.I 


0.7 


0.9 


2.0 


3.9 




24 




0.2 


0.1 


1.7 


I.I 


2.2 


2.7 


2.1 


I.I 


0.8 


0.8 


1.7 


3.7 




25 


3.3 


0.0 


0.1 


I.I 


I.I 


1.9 


2.8 


4.6 


I.I 


0.7 


0.9 


0.8 


3.8 




26 


2.4 


0.2 


0.0 


1.0 


I.I 


1.7 


1.7 


10.0 


1.0 


0.6 


0.9 


0.9 


3.1 




27 


1.5 


0.2 


0.2 


0.9 


I.I 


1-5 


1.5 


9.6 


1.0 


0.6 


1.3 


0.6 


3.2 




28 


2.6 


0.2 


0.2 


0.7 


0.3 


1.4 


1,4 


8.5 


0.9 


0.5 


2.2 


0.5 


2.2 




29 


1.5 


0.2 


0.2 


0.8 


1.0 


1.4 


1.4 


7.9 


0.9 


0.5 


1.9 


0.4 


2.6 




30 


I.I 


0.2 


0.2 


0.8 


0.9 


1.4 


• • 


4.3 


0.9 


0.4 


1.4 


0.3 


1.2 




31 


0.9 


• . 


0.1 


• . 


0.9 


4.5 


• . 


4.6 


. . 


0.5 


. . 


0.3 


0.3 





Note— In the original monthly table, the stages given were 
the 6ottom of the gauge- rod, which point was 0.9 foot 



the heights of the surface above 
below the 0.0 of this table. 
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FLOW OF STREAMS 



FIG. 7 



TM..TM..r 



CROSS-SECTION OF BIG POTATO CREEK, AT NELSON'S MILL, UPSON COUNTY, GEORGIA 



FLOW OF BIG POTATO CREEK, AT NELSON'S MILL, 
UPSON COUNTY, GEORGIA 



No. 


Date of Meas- 
urement 


Staffe 


Area in 
Sq. Ft. of 
Cross- 
Section 


Velocity 
in Feet 

per 
Second 


Discharge 
in Cu. Ft. 
per Sec. 


REMARKS 


• 


Aug. 1 8, 1892 


0.0 


88.0 


1. 25 


IIO.O 


Measured by C. C. Anderson. 
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TABLE VII 

DAILY FLUCTUATIONS IN FEET AND TENTHS 

Lowest Observed Stage = 0.0 

Big Potato Creek at Nelson's Mill, Upson County, Georgia 





1891 










1892 










1 


Sept 


Oct. 


Nov. 


Dec. 


Jan. 


Feb. 


Mar. 


April 


May 


June 


July 


Aug. 


Sept. 


I 


0.0 


0.0 


0.0 


0.0 


O.I 


0.2 


0.2 


0.5 


O.I 


0.0 


0.1 


O.I 


O.I 


2 


0.0 


0.0 


0.0 


0.0 


0.2 


0.2 


0.2 


0.5 


O.I 


0.0 


O.I 


O.I 


O.I 


3 


0.0 


0.0 


0.0 


0.0 


0.2 


0.2 


0.2 


0.4 


O.I 


O.I 


O.I 


O.I 


O.I 


4 


0.0 


0.0 


0.0 


O.I 


0.2 


0.2 


0.2 


0.4 


O.I 


O.I 


O.I 


0.2 


O.I 


5 


0.0 


0.0 


0.0 


O.I 


O.I 


0.2 


O.I 


0.3 


O.I 


O.I 


O.I 


O.I 


O.I 


6 


0,0 


0.0 


0.0 


0.2 


0.2 


0.2 


O.I 


0.3 


O.I 


O.I 


O.I 


O.I 


O.I 


7 


0.0 


0.0 


0.0 


0.2 


0.2 


0.2 


0.2 


0.3 


O.I 


O.I 


O.I 


0.2 


O.I 


8 


0.0 


0.0 


0.0 


0.2 


0.2 


0.6 


0.6 


0.5 


O.I 


O.I 


0.2 


0.2 


O.I 


9 


0.0 


0.0 


0.0 


0.3 


0.2 


I.I 


0.5 


0.5 


O.I 


0.3 


0.5 


0.4 




10 


0.0 


0.0 


0.0 


0.2 


0.2 


1.2 


0.6 


0.4 


O.I 


O.I 


0.3 


0.4 




II 


0.0 


0.0 


0.0 


O.I 


0.2 


0.7 


0.4 


0.3 


O.I 


0.2 


I.p 


0.4 




12 


0.0 

• 


0.0 


0.0 


O.I 


0.5 


0.6 


0.3 


0.3 


O.I 


O.I 


I.I 


0.2 




13 


0.1 


0.0 


0.0 


O.I 


0.8 


0.7 


0.2 


0.3 


O.I 


0.0 


0.7 


0.2 




14 


0.1 


0.0 


0.0 


O.I 


1.3 


^ 0.5 


0.2 


0.2 


O.I 


0.0 


0.4 


0.2 




15 


0.1 


0.0 


0,0 


0.0 


1.4 


0.6 


0.2 


0.2 


O.I 


0.0 


0.3 


0.2 




16 


0.0 


0,0 


0.0 


O.I 


1.0 


0.4 


0.2 


0.2 


O.I 


0.0 


0.3 


O.I 


1 

00 


17 


0.0 


0.0 


0.0 


O.I 


0.6 


0.5 


0.2 


0.2 


O.I 


0.0 


0.2 


0.4 


18 


0.0 


0.0 


0.0 


O.I 


I.I 


0.4 


0.3 


0.2 


O.I 


0.0 


0.2 


>.3 


19 


0.0 


0.0 


0.0 


O.I 


1.4 


0.3 


0.3 


0.2 


O.I 


0.0 


0.3 


1.2 


1 


20 


0.0 


0.0 


0.0 


O.I 


1.7 


0.3 


0.3 


0.2 


O.I 


O.I 


0.3 


0.7 


1" 


21 
22 


0.0 
0.0 


0.0 
0.0 


0.0 
0.0 


O.I 
0.2 


1.6 

0.9 


0.9 

0.8 


0.2 
0.2 


O.I 
O.I 


O.I 
O.I 


O.I 
O.I 


0.7 
0.7 


0.5 
0.3 


23 


0.0 


0.0 


0.6 


0.2 


0.6 


0.6 


0.2 


O.I 


O.I 


0,1 


0.3 


0.8 





24 


0.0 


0.0 


.0.2 


O.I 


0.6 


0.5 


I.O 


O.I 


O.I 


O.I 


0.3 


0.8 


u 


25 


0.0 


0.0 


0.2 


O.I 


0.5 


0.4 


I.I 


O.I 


O.I 


O.I 


O.I 


1.4 




26 


OiO 


0.0 


0.1 


O.I 


0.4 


0.3 


4.0 


O.I 


0.0 


O.I 


O.I 


0.7 




27 


0.0 


0.0 


0.0 


O.I 


0.4 


0.3 


3.2 


O.I 


0.0 


O.I 


0.1 


0.6 




28 


0.0 


0.0 


0.0 


O.I 


0.3 


0.3 


1.3 


O.I 


0.0 


0.5 


O.I 


0.6 




29 


0.0 


0.0 


0.0 


O.I 


0.3 


0.3 


0.8 


O.I 


0.0 


0.5 


O.I 


0.4 




30 


0.0 


0.0 


0.0 


O.I 


0.3 


. • 


0.5 


O.I 


0.0 


0.3 


O.I 


0.4 




3L 


0,0 


0.0 


0.0 


O.I 


0.3 


. a 


0.6 


. . 


0.0 


. . 


O.I 


0.2 





Note — In the original monthly table, the stages given were the heights 
bottom of the gauge-rod, which point was 0.3 foot below the 0, 



of the surface 
.0 of this table. 



above the 
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FLOW OF STREAMS 



FIG. 8 



^rx 



• '^ '^ 



CROSS -SECTION OF THE OCMULGEE RIVER, AT MACON, GEORGIA 



PLOW OF THE OCMULGEE RIVER, AT MACON, GEORGIA 



No. 


Date of Meas- 
urement 


Stage 


Area in 
Sq. Ft. of 
Cross- 
Section 


Velocity 
in Feet 

per 
Second 


Discharge 

in Cu. Ft. 

per Sec. 


REMARKS 


I 
2 

3 


Aug. l8, 1891 
Nov. 28, 1892 


3.2 
20.6 

0.0 


2.444.7 
5,800.0 


1.47 
4.35 


3,611.7 

25,269.6 

2,157.6 


Measured by C. C. Anderson. 
Measured by C. C. Anderson. 
Stated in notes by C C.Anderson. 
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TABLE VIII 

DAILY FLUCTUATIONS IN FEET AND TENTHS 
Lowest Observed Stage = 0,0 
The Ocmulgee River, at Macon, Georgia 





1891 


1892 




Aug. 


Sept. 


Oct. 


Nov. 


Dec. 


Jan. 


Feb. 


Mar. 


Apr. 


May 


June 


July 


Aug. 


I 




2.4 


1.9 


0.1 








5.0 


3.8 


3.7 






1.8 


2 




2.7 


1.7 


0.2 








4.9 


3.9 


3.7 






24 


3 




4.5 


2.7 


0.0 








4.6 


3^ 


3.6 






2.4 


4 




2.8 


2.0 


0.0 






4.4 


4.2 


4.1 


3.6 






2.4 


5 




4.8 


1.6 


0.6 






4.2 


4.1 


4.1 


3.7 




1 


8.2 


6 


s 


1.7 


1.6 


0.8 






4.1 


3.8 


4.2 


3.6 




7.0 


7 

8 


i 


1.6 
2.5 


X.6 
1-7 


0.8 
0.9 






4.1 
6.8 


5.9 
9.0 


8.9 
15.0 


3.6 
3.9 





2 


4.8 
4.6 


9 




2.0 


1.8 


0.8 






14.4 


13-9 


14.9 


4.7 






4.2 


10 


1.8 


1.8 


1.6 






13.0 


9.6 


14.6 








2.6 


II 


< 


1.7 


1.9 


1.9 






8.8 


6.9 


12.8 








2.6 


12 


1 


1.8 


1.8 


2.2 






7.0 


4.8 


9.1 






1 1.6 


6.6 


13 


3-4 


1.7 


2.8 






5.9 


7.7 


5.8 






8.9 


5-3 


M 




3.3 


1.7 


2.0 


. 




5.2 


6.8 


4.7 






6.0 


4.2 


15 
16 




3.4 
2.4 


1.6 
1.6 


1.4 
1.7 




(S 


7.4 
7.6 


5.6 
5.6 


3.8 
4.6 






7.8 

5.0 


4.6 


17 
18 


3-2 


2.7 
2.0 


0.6 
0.6 


X.8 
3-2 








7.2 

6.8 


5.0 
4.9 


4.2 
3^ 




1 


4.6 
4.6 




19 


2.8 


1.8 


0.6 


3-3 






5.0 


4.9 


3-9 


-6 




4.4 




20 


2.7 


2.8 


0.4 


3-4 






4.6 


4.8 


4.0 


s 




11.4 


• 


21 


3.2 


1.7 


0.4 


3.8 






XX.2 


4.6 


4.0 


u 

^ 




8.0 




22 


3-3 


1.6 


0.3 


1.8 






13-9 


4.4 


4.0 


I 




6.8 


A 


23 


6.3 


2.6 


0.2 


1.8 






11.4 


4.7 


3.7 






6.2 


? 


24 


13.3 


2.3 


0.2 


3.9 






7.8 


5.1 


3.7 






5.8 


< 


25 


1 1.6 


2.8 


0.2 


5^ 






7.2 


14.3 


3.6 






5-4 


26 


17.4 


1.7 


0.4 


5.9 






7.2 


17.6 


3.6 






54 




27 


1 5-3 


1.7 


0.5 


5.9 






5-2 


24.6 


3.6 






3.6 


u 


28 


11.6 


1.6 


0.2 


4.0 






5.0 


20.6 


3.6 






3.0 


29 


6.8 


1.6 


0.1 


2.0 






. . 


15.6 


3.6 






2.6 




30 


5-3 


1.6 


0.0 


2.0 






. . 


9.4 


37 






2.6 




31 


3.4 


. . 


0.0 


. . 






. . 


5.3 


. . 






2.4 





NOTE- 

the bottom 



' In the original monthly table, the 
of the gauge-rod. which point was 



stages given were the 
0.4 foot below the 0.0 of 



heights of the surface above 
this table. 
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FLOW" OF STREAMS 



FIG. 9 



f.n.r....T 



^^^•r* 



CROSS-SECTION OF THE OCMULGEB RIVER, AT JULIETTE, MONROE COUNTY, GEORGIA 



PLOW OP THE OCMULGEE RIVER, AT JULIETTE, 
MONROE COUNTY, GEORGIA 



No. 


Date of Meas- 
urement 


Stage 


Area in 
Sq. Ft. of 
Cross- 
Section 


Velocity 
in Feet 

per 
Second 


Discharge 
in Cu. Ft. 
per Sec. 


REMARKS 


1 

2 


Sept. 4, 1891 
May 6, 1892 


0.5 
0.4 


2,300.5 
2,258.0 


1.57 
I.19 


3,615.6 
2,691.2 


Measured by C. C. Anderson. 
Measured by C, C. Anderson. 



Data not sufficient for calculating minimum discharge. 
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TABLE IX 

DAILY FLUCTUATIONS IN FEET AND TENTHS 
Lowest Observed Stage = 0,0 
The Ocmulgee River, at Juliette, Monroe County, Georgia 





1891 


1892 




Sept. 


Oct. 


Nov. 


Dec. 


Jan. 


Feb. 


Mar. 


Apr. 


May 


June 


July 


Aug. Sept. 


I 
2 
3 


Ill 


I.I 
I.I 
I.I 


I.I 
I.I 
I.I 


1.2 
1.2 
1.2 


I.I 
1.3 
1.4 


1.9 

1.9 
1.8 


1.8 
1.8 
1.7 


I.I 
1.0 
0.9 


0.7 
0.6 
0.6 


0.3 
0.3 
0.6 


0.3 
0.3 
0.3 


0.1 

0-3 
0.8 


0.2 
0.2 
0.2 


4 


1.6 


I.I 


I.I 


1.2 


1.5 


1.7 


1.7 


0.9 


0.6 


0.7 


0.2 


0.6 


O.I 


5 


1.6 


I.I 


I.I 


1.7 


1.4 


1.7 


1.7 


0.8 


0.5 


0.6 


0.4 


0.3 


O.I 


6 


1.4 


I.I 


I.I 


1.9 


1.7 


1.5 


1.5 


1.0 


0.5 


0.5 


0.7 


0.2 


0.0 


7 


1.4 


I.I 


I.I 


1.5 


2.7 


X.5 


1.4 


2.6 


0.5 


0.4 


0.3 


0.2 


0.0 


8 


1.4 


I.I 


I.I 


1.6 


2.8 


. . . 


2.9 


6.4 


0.4 


0.6 


0.3 


0.3 


0.0 


9 


1-3 


I.I 


I.I 


1.6 


1.4 


4.5 


2.1 


5.5 


0.4 


0.8 


0.3 


0.5 




10 


1.2 


I.I 


I.I 


1.6 


1.4 


2.9 


1.5 


1.9 


0.9 


0.9 


2.1 


0.4 




II 


1.2 


I.I 


1.2 


1.3 


1.8 


2.3 


I.I 


1.8 


1.0 


0.5 


2.8 


0.3 




12 


1.4 


I.I 


1.2 


1.3 


3-1 


2.1 


0.6 


1.6 


0.9 


0.4 


2.3 


0.3 




13 


1.4 


I.I 


1.2 


1.3 


4.1 


2.1 


0.6 


I.I 


0.6 


0.3 


2.3 


0.3 




14 


M 


I.I 


I.I 


1-3 


8.6 


2.1 


0.5 


1.0 


0.6 


0.3 


1.6 


0.0 




15 


1-3 


I.I 


I.I 


1.2 


10.7 


2.1 


0.7 


1.0 


0.6 


0.2 


I.I 


0.0 




16 


1.2 


I.I 


I.I 


x-3 


6.1 


2.5 


0.7 


0.9 


0.5 


0.2 


0.9 


0.1 


N 


»7 


1.2 


I.I 


I.I 


1.5 


3.0 


2.0 


9.7 


0.9 


04 


0.1 


0.7 


0.3 


s 


18 


1.2 


I.I 


I.I 


1.5 


5.0 


2.1 


0.9 


0.8 


0.5 


0.2 


I.I 


2.5 


M 


19 


1.2 


I.I 


I.I 


1-5 


5.1 


1.9 


I.O 


0.8 


0.5 


0.4 


0.9 


2.5 




20 


1.2 


I.I 


I.I 


1.4 


14-9 


1.7 


0.8 


0.8 


0.5 


0.8 


2.2 


1.8 


21 


1.2 


I.I 


I.I 


1.4 


I3-I 


3.0 


0.7 


0.8 


0.4 


0.7 


1.6 


1.7 


£ 


22 


1.2 


I.I 


I.I 


IS 


5.x 


3.5 


0.7 


0.8 


0.4 


I.I 


0.9 


1.6 


c^ 


23 


1.2 


I.I 


2.0 


1.5 


2.9 


2.8 


0.7 


0.9 


0.6 


X.3 


0.5 


1.9 


1 


24 


1.2 


I.I 


2.2 


1.5 


2.6 


2.7 


1.5 


0.9 


0.4 


0.8 


0.3 


2.1 


(S 


25 


1.2 


I.I 


1-7 


1-5 


2.5 


2.1 


3.1 


•0.8 


03 


0.7 


0.5 


1.4 




26 


1.2 


I.I 


1-3 


1-5 


2.4 


2.0 


II. I 


0.8 


0.3 


X.5 


0.5 


1-3 




27 


1.2 


I.I 


1.2 


1.4 


2.1 


2.1 


12.0 


0.8 


0.3 


1.6 


0.4 


2.2 




28 


1.2 


I.I 


1.2 


1.4 


1-9 


2.0 


10.9 


0.8 


0-3 


2.6 


0.3 


0.9 




29 


1.2 


I.I 


1.2 


1.3 


1.9 


1.9 


2.6 


0.7 


0.1 


1.4 


0.3 


0.7 




30 


1.2 


I.I 


1.2 


1.2 


1.9 


. . . 


1.9 


0.7 


0.1 


0.5 


0.2 


0.5 




IL 


. . . 


I.I 


. • • 


I.I 


1.9 


• . • 


1.7 


. . . 


0.1 


. . 


0.2 


0.3 
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S o FZOIV OF STREAMS 

PLANS AND PROFILE 



In addition to the foregoing cross-sections and fluctuation tables, 
Mr. Anderson's notes contained thirty-two illustrations, showing 
p lans and profiles of important water-powers, some of which are 
partially utilized. A description of each is given below, and such 
re ference is made to his three books of notes, on file in the office of 
the State Geologist, as will enable those, particularly interested, to 
examine the plans and profiles. 

jst. SoQUEE River. Profile of Porter Mills Skoals, Book No. 2, 
page 39. These three shoals cover a fall of 90 feet, in a total length 
■of 6,600 feet. Shoal No. i falls 14.4 feet in 800 feet. This is the 
upper Cotton Mill Shoal. From the foot of this shoal, the river is 
-comparatively level, for 2,000 feet, to the head of Shoal No. 2, the 
Woolen Mill Shoal, which falls 45.2 feet in a distance of 1,150 feet, 
and has an additional fall, below the Woolen Mill wheel, of 14 
feet, in a distance of 1,950 feet. Shoal No. 3 begins at this point, 
and falls 15 feet in 700 feet. Volume of stream at low water, 
250 cubic-feet per second. Net horse-power utilized, 250. 

2nd. Chattahoochee River. Plan and profile showing its junc- 
tion with the Soquee and three miles below this point. Book No.. 
^, page 41. It includes Duncan, Carpenter's, Gearing, Fish-trap, 
and Bull shoals. Total fall, 38 feet in a distance of 13,200 feet. 

jrd. Chattahoochee River. Island Ford Shoal, Book No. 2, 
page 64. Plan, profile and section. Fall of 5.4 feet in 1,100 feet, or 
a 1 0-foot fall in 4,500 feet, from the top of the shoal to Roswell 
bridge. 

4th, Vickery's Creek. At Roswell, Ga, Book No. 2, page 63. 
This shows the upper Cotton Mill, the lower Cotton Mill and the 
Laurel Mills. All the power is utilized. 
Sth. Chattahoochee River. Bull Sluice Shoal, in Fulton and 
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FLOIV OF STREAMS 8 1 

Cobb counties. . Book No. 2, page 65. A fall of 44 feet from 
Roswell bridge to the foot of Bull sluice. Distance 18,000 feet. 

6th, Chattahoochee River. Cochran Shoal and DeviFs Race- 
course, Fulton and Cobb counties. Book No. 2, page 66. Fall, i^ 
feet in 8,000 feet. 

7th, Flint River. Flat Shoals, Pike and Meriwether counties. 
Book No. 2, page 43. Fall, 32 feet in 3,000 feet. 

8th, Flint River. Dripping Rock Shoal, Upson county. Book 
No. 2, page 58. A fall of 14 feet in 3,900 feet. 

gth. Flint River. Yellow Jacket Shoals, Upson county. Book 
No. 2, page 53. A fall of 36.6 feet in 3,400 feet. 

loth, Flint River. Snipes Shoals, Upson county. Book No. 
2, page 60. A fall of 12 feet in 2,350 feet. 

nth. Big Potato Creek. Rogers Shoal, Upson county. Book 
No. 2, page 44. A fall of 80 feet in 3,600 feet. 

r2th. Big Potato Creek. Daniels Mill, Upson county. Book 
No. 2, page 59. A fall of 13 feet in 150 feet. 

ijth. OcMULGEE River. Barnes Shoals, at the junction of Yellow 
river and South river, Newton county. Book No. 2, page 52. A 
fall of 14 feet in 1,200 feet. 

14th, Ocmulgee River. Key s Ferry, Butts county. Book No. 
2, page 75. A fall of 7.5 feet in 1,900 feet. 

i^th, Ocmulgee River. Pittman Ferry a?id Harper Shoals, Butts 
county. Book No. 2, page 74. Falls 28 feet in 5,500 feet, at Har- 
per Shoal, and 6 feet in 1,600 feet, below ferry. 

i6th,. Ocmulgee River. Smithes Ferry and Lamar's Mill, Butts 
county. Book No. 2, pages 45 and 67. A fall of 28 feet in 4,700 
feet; at. Lamar's mill, the fall is 18 feet in 1,000 feet. 

I ph. Ocmulgee River. Garden Shoal, Monroe county. Book 
No. 2, page 62. A fall of 9 feet in 4,500 feet. 
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82 FLOIV OF STREAMS 

1 8th. OcMULGEE River. HoUon, Bibb county. Book No. 2, 
page 7<J. A fall of ^ feet in 2,000 feet. 

igih. Yellow River. Porter Dale Mills^ at Cedar Skoals^ New- 
ton county. Book No. 2, page 49. Falls 54.7 feet in 2,200 feet. 

20th, Yellow River. Indian Fishery^ Newton county. Book 
No. 2, page 51. Falls 12 feet in 550 feet. 

2ist. South River. Snapping Skoals, Newton county. Book 
No. 2, page 50. A fall of 28 feet in 1,500 feet. 

22nd. Alcovy River. Newton Factory on White and Gamer Shoals, 
Newton county. Book No. 2, page 48. A fall of 85 feet in 3,800 
feet. 

2jrd, TowALiGA River. High Falls, Monroe county. Book 
No. 2, page 47. A fall of 95 feet in 600 feet. 

24th. North Oconee River. Hurricane Shoals, Jackson county. 
Book No. 2, page 68. Falls 30 feet in 600 feet. 

2Sth. North Oconee River. Tumbling Shoals, Jackson county. 
Book No. 2, page 72. Falls 8 feet in 600 feet. 

26th. Middle Oconee River. Tallassee Bridge Shoal, Jackson 
county. Book No. 2, page yj. Falls 3 1 feet in 3,600 feet. 

2ph. North Oconee River. Georgia Factory Shoal, Clarke 
county. Book. No. 2, page 97. A fall of 21 feet in 2,100 feet. 

28ih. Middle Oconee River. McElroy^s Mill, Clarke county. 
Book No. 2, page 81. A fall of 23 feet in 2,600 feet. 

2gth. Middle Oconee River. Princeton Factory, Clarke county. 
Book No. 2, page 86. Falls 1 5 feet. 

joth. Oconee River. Bametts Shoal, Oconee county. Book 
No. 2, page 99. Falls 54 feet in 3,950 feet. 

31st. Apalachee River. High Shoals, Oconee county. Book 
No. 2, page 98. Falls 50 feet in 600 feet. 

32nd, Apalachee River. Price's Shoal, Oconee county. Book 
No. 2, page 100, and Book No. 3, page 32. A fall of 19 feet in 
900 feet. 
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CHAPTER V 



EI.EVATIONS ON RAILROAD LINES 



These tables were compiled by Mr. C. C. Anderson, C.E., late 
Assistant Geologist of this Survey. The following is an extract 
from his report concerning them: — 

" These elevations for Topography were obtained from various 
railroads; but the list is by no means complete. Through the cour- 
tesy of the Chief Engineers of the Georgia Pacific, East Tennessee, 
Virginia and Georgia, Georgia Midland and Gulf, the Atlanta and 
Florida, and of the Assistant Engineers of the Central of Georgia 
System, Georgia, Southern and Florida, and the Savannah, Florida 
and Western, a list of the elevations of the various mile-posts and 
railroad stations has been obtained and reported. Some of these 
elevations refer to cross-ties or grade, while others refer to ground 
surface. At the tie-points, where the roads meet, or cross each 
other, it has been found impossible to harmonize the datum lines of 
the respective roads, for the reason, that no fixed points have been 
determined, from which to make the ties. This has been especially 
difficult at Macon, where some level-notes refer to surface, and 
others, to grade. The notes of the S., F. and W. were complete 
and accurate from Savannah to Bainbridge and from Waycross to 
Albany. So are those of the Central, when the datum for such 
was taken from mean low tide at Savannah. The U. S. Coast 
Survey has made a change of this datum, from mean low tide at 
Savannah to mean low tide at Fort Pulaski, where daily readings 
have been kept up, for a number of years. To this datum have all 
elevations been reduced, where possible. 

(83) 
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84 RAILROAD ELEVATIONS 

It is necessary to mention the grave discrepancy in the eleva- 
tion at the car-shed in Atlanta, as given by the level-notes of the 
Central R. R., and those of the U. S. Coast and Geodetic Survey. 
The Central R. R. notes show Atlanta to be 1,085 ^^^^ above 
mean low tide at Fort Pulaski, while the Geodetic Survey shows the 
elevation to be 1,050 feet above the same datum. 

Mr. Schwab, Assistant Engineer and Draughtsman to the Central 
R. R., at Savannah, through whose courtesy these notes were 
obtained, has reduced all the lines of the Central System to one 
common datum of the main line at Savannah, which is given as 
zero. This zero-point is forty-six feet above mean low tide at Fort 
Pulaski, as found by Mr. Geisler, Assistant Engineer of the Coast 
Survey, who established permanent benches, or *'B. M.,*' at various 
points in Savannah, as points of reference. From one of these 
bench-marks, levels were run to the head of the track in the Central 
passenger- depot, in that city, with the above result ; that is, the 
Central datum to be forty-six feet above mean low tide at Fort 
Pulaski. 

Mr. Schwab has carefully corrected, compiled and reduced all 
the levels of the Central System to this zero datum, with the resuft 
of making Atlanta 1,085 ^^^*^» instead of 1,050 feet. How this ele- 
vation of 1,050 feet was ever determined is not known. Mr. 
Schwab's figures are relied on for accuracy. His long years of ex- 
perience; his familiarity with the Central R. R. notes, field and 
office ; his known exact methods of work, ^\v^ credit to the assump- 
tion, that 1,085 f^^^ *s the correct elevation for Atlanta. 

The Southwestern R. R. and the B. & W. R. R., the former from 
Macon and the latter from Brunswick, meet at Albany, where the 
two different routes from Savannah harmonize very closely. This 
is close enough to give confidence to the levels, as run and worked 
out by the two routes. 
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The datum of the Georgia, Southern & Florida, which starts at 
Macon, was assumed at 200 feet, when the preliminary survey was 
made. This datum was retained, during location and construction. 
It crosses the B. & W. at Tifton. An attempt has been made to 
harmonize the levels at this point ; but not very successfully, on 
account of the notes of the B. & W. referring to ground surface. 
When the elevations of the B. & W. station at Tifton are applied to 
the Ga., Sou. & Fla. at the same point, the Ga., Sou. & Fla. 
elevations, at the Union passenger-depot in Macon, do not cor- 
respond with the Central R. R. elevations, at the same point. 
This discrepancy can be reconciled, if the points, to which the 
elevations of either road refer, can be located and fixed with exact- 
ness. The importance of these railroad elevations cannot be over- 
estimated; as so many topographical and geological questions 
depend upon them." 
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TIDE-WATER ELEVATIONS ON RAILROAD LINES 



COMPILED BY C. C. ANDERSON 
Ex-Assistant State Geologist 



GEO&GIA MIDLAND ft GULF R. R. 



Station 



Elevition* 



Columbus 260.0 

Flat Rock 474.0 

Bull Creek 408.0 

Midland 565.0 

Ellcrslic 726.0 

Wavctly Hall 746.0 

Mulberry Creek 632.0 

Mulberry Oak Mountain 716.0 

Shiloh 919*0 

Tennille 1,060.0 

Topover Mountain, over Tunnel . . 1,148.0 

Nebula if039.o 

Warm Springs 929.0 

Cold Creek 753-0 

Raleigh 765.0 

Cane Creek 705.0 

Woodbury 781.0 

Flint River 658.0 

Molena 780.0 

Neal 824.0 

Concord 820.0 

Williamson*s 931*0 

Griffin 967.0 

Towaliga River 682.0 

Lowella • 871.0 

Greenwood 873.0 

McDonough 870.0 



COLUMBUS southern R. R. 



Station 



Elevation^ 



Columbus 260.& 

Bull Creek 240.& 

Upatoie 225.0- 

OchiUee 289.0 

Cusseta 532.0- 

Manta 5i5.o 

Top of Cut, Manta 565.0 

Green Hill • 601.0 

Brooklyn 691.0 

Richland 600.0 

Westerio 528.0 

Parrott's 482.0 

Dawson 376.0 

Sasser 336.0 

Oakland 275.0 

Palmyra • 260.0 

Albany 208.0 



east TENNESSEE, VIRGINIA k GEORGIA R. R. 



Station 



Elevation 



Red Clay . . . 
Cohutta . . . 
Vameirs . . • 
Waring's . . . 
Dalton .... 
Immiline Creek 



841.0 
885.0 
824.0 
813.0 

775.0 
708.0 



Now a part of the Southern Railway. 



2 In feet. 
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EAST TENNESSEE, VIRGINIA k GEORGIA R. R.' 

[CorUinuett) 
Station Elevation > 

Phelps 724.0 

Carbondale 776.0 

Miller's 73i.o 

Valley 661.0 

Snake Creek 630.0 

Bruse Creek 624.0 

Oostanaula 646.0 

Bottom 597*0 

Oostanaula River 620.0 

Creek, 90 Mile-post 658.0 

Plainville 690.0 

Shannon 698.0 

Harper 691.0 

Stream 659.0 

Creek, 79 Mile-post 679.0 

North Rome 643.0 

Etowah River 635.0 

East Rome 624.0 

Atlanta Junction 619.0 

Vance Creek 614.0 

Silver Creek, 73 Mile-post 612.0 

Silver Creek, 70 Mile-post 688.0 

Dry Creek 793.0 

Seney 842.0 

Fish Creek 755.0 

Euharlee 776.0 

Rockmart 775*0 

Braswell 1,066.0 

Summit 1,200.0 

Big Tunnel 1,095.0 

Stream 937-0 

Cochrane Creek x,oi2.o 

Stream 908.0 

Big Raccoon Creek 9880 

Top of Summit 1*073.0 

' Now a part of the Southern Railway. 



EAST TENNESSEE, VIRGINIA k GEORGIA R. R.' 

{Continued) 
Station . Elevation ^ 

Little Tunnel 1,002.0 

Little Raccoon Creek 981.0 

McPherson i,oii.O 

Stream 856.0 

Pumpkinvine Creek 920.0 

Dallas 1,012.0 

Big Powder Springs Creek • • • • 927.0 

Powder Springs 921.0 

Stream 889.0 

Sweet Water Creek 904.0 

Austell 935*o 

Peters Street, Atlanta 1,054.0 

Railroad Shops, Atlanta 1,028.0 

Atlanta • 1,038.0 

Stream 784.0 

South River 826.0 

Summit 932.0 

Soapstone Cut 905.0 

Stream 816.0 

Creek 861.0 

Ellenwood 853.0 

Estes 768.0 

Stream 73^.0 

Indian Creek 75i>o 

Stockbridge 803.0 

Indian River 7i4«o 

Pates* Creek 7l4«o 

Stream ^ . 741.0 

Walnut Creek 79I-0 

Stream 748.0 

Camp Creek 778.0 

Long Branch 778.0 

McDonough 852.0 

Near McDonough 890.0 

CIoud*s Branch 873.9 

3 In feet. 
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RAILROAD ELEVATIONS 



EAST TENNESSEE, VIRGINIA ft GEORGIA R.r/ 
(Continued) 

Station Elevation ^ 

Locust Grove 825.0 

YcUow Water Creek 662.0 

Jackson 705.0 

Flovilla 655.0 

Williams 632.0 

Stream 3S5.0 

Big Sandy . 410.0 

Stream 385.0 

Rattlesnake Creek 408.0 

Stream 380.0 

Towaliga River 415.0 

Juliette 395.0 

Stream 354.0 

Powder Creek 384.0 

Dames Ferry 364.0 

Stream 327.0 

Rum Creek 353.0 

Holton 350.0 

Stream 300.0 

Beaver Creek 321.0 

Stream 283.0 

Vineville Branch 303.0 

Macon 311.0 

Cotton Yard 311.0 

Stratton*s Branch 285.0 

Banks of Stream 272.0 

Ocmulgee River 285.0 

Reid's 280.0 

Bullard's 265.0 

Belchers Branch 258.0 

Adams' Park 265.0 

Savage Creek 251.0 

West Lake 240.0 

Coley's 306.0 

Cochrane 34i«o 



EAST TENNESSEE, VIRGINIA k GEORGIA R. R.' 

{Continued) 
Station Elevation ^ 

Empire 380.0 

Dubois 394'0 

Dempsey 363.0 

Eastman 361.0 

Godwinsville 316.0 

Chancey 303.0 

Cunningham 707.0 

Cave Spring 697.0 

State Line 900.0 

GEORGIA PACIFIC R. R.* 
Station Elevation * 

Peyton 870.0 

Chattahoochee River 808.0 

Nickajack Creek 808.0 

Stanback*s Creek 820.0 

Nickajack No. 2 839.0 

" No. 3 850.0 

Mable*s Trestle 922.0 

Near Mableton 1,006.0 

Mableton 986.0 

Water Tank 936.0 

Sweetwater 913.0 

Austell 937>o 

County Line 1,010.0 

Salt Springs 1*034.0 

Douglasville 1,216.0 

Winston 1,130.0 

County Line 1,146.0 

Villa Rica i, 157-0 

Water Tank, 40 Mile-post .... 1,054 

Tallapoosa River, Little ...... 1,057.0 

Temple • 1,178.0 

County Line 1,221.0 



' Now a part of the Southern Railway. 



2 In feet. 
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TCKCdA FALLS. HAREKSHAM C( UNI Y, (lEORCIA.' 
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GEORGIA PACIFIC R. R.' 
{Continued) 

Station Elevation ^ 

Bremen i>4i3.o 

Waco 1.343.0 

Tallapoosa i|i59*o 

Tallapoosa River 963.0 

Dempsey Creek 943>o 

State Line 945*0 



SAVANNAH, FLORIDA ft WESTERN R. R. 
Station Elevation ' 

Savannah 25.8 

Little Ogeechee River 19.0 

Crosstle, East End of Bridge .... 18.4 

West " " " .... 17.7 

Bottom of River 9.8 

Station, No. 10 25.8 

Burroughs, No. 12 17.8 

Great Ogeechee Bridge 20.6 

Bottom of River 9.8 

Station, No. 16, or Way's 21.1 

Branch, i8>^ Miles 22.2 

Branch, 20 >^ Miles 22.6 

Branch, 21 X Miles 22.5 

Mt. Hope Creek 23.3 

Branch, 22 1^ Miles 24.2 

Flemming, No. 24 25.4 

Branch, 25 Mile-post 23.0 

" 26>^ Miles 22.5 

" 27>^ " 22.3 

Branch, 29 Mile-post 22.1 

" 29X Miles 22.3 

Mcintosh, No. 31 26.4 

Mcintosh Creek 22.8 

-Gauldin's Creek 29.6 

Branch 31.9 

' Now a part of the Southern Railway. 



SAVANNAH, FLORIDA ft WESTERN R. R^ 
{Continued) 



Station 



Branch, 38 X Miles . 
Walthourville, No. 39 
Branch .... 



" 40 X Miles 

" 41^ " 
Durham Creek 
Johnston, No. 46 
Jones Creek . . 
Fountain Branch 
Forest Pond . . 
Morgan Lake . 
Bottom of Lake 
Water-surface of Lake 
Altamaha River . 
High- water Mark 
Mean-water Surface 
Bottom of River . 
Doctortown, No. 53 
End of Cut . . . 

Jesup 

" Warehouse . 
Turnout, No. 62 . 
Dale's Mill, No. 67 
Branch, 67 >^ Miles 

" 68 X " 
Screven, No. 69 . 
Turnout, No. 74 . 
Offerman, No. 76 
Patterson, No. 79 
Turnout, No. 83 . 
Blackshear, No. 87 
Turnout, No, 89 . 
Exeter, No, 93 . 



Elevation ^ 



102.6 

102.5 
102.3 
102.2 
91.8 
89.7 
74-3^ 
66.3' 
75.8 
52.6 
50.8 
51.2 

51-7 
12.8 

38.3 
75.9 
42.5 

33.3 
21.3 

77-3 

92.1 
102.9 
102.8 
101.7 
140.0 
126.8 
121.8 
127.3 

76.5 
1 10.4 
108.0 
127.8 
125.8 
14 1. 

96.8 



2 In leet. 
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SAVANNAH, FLORIDA * WESTERN R. R. 

{CinUinutd) 
station Elevation ^ 

Big Satilla River 96.4 

Bottom of River 68.8 

Water-surface of River 71.8 

Waycross, No. 97 140.8 

Turnout, No. 99 147.1 

Glenmore's, No. 103 11 2.1 

Argyle, No. 116 164.2 

Homerville, No. 123 179.8 

Dupont, No. 131 184.1 

Junction, No. 131 184.1 

Stockton, No. i J9 192.6 

Naylor I95>6 

Valdosta 218.8 

Ousley 151.8 

Quitman 176.7 

Dixie 134.4 

Boston 197-9 

Thomasville 253.6 

Cairo 242.4 

Whigham 268.9 

Climax 280.8 

Bainbridge 113.6 

Fowltown 292.8 

Franceville 299.8 

Recovery 192.8 

Florida Railway & Navigation Co . 75.8 

Chattahoochee 73.8 

Pensacola Junction 74.8 

WAYCROSS * JACKSONVILLE BRANCH, 
SAVANNAH, FLORIDA A WESTERN R. R. 

Station Elevation x 

Waycross 140.8 

Braganza 147.8 

Fort Mudge 137.8 

I In feet. 



WAYCROSS k JACKSONVILLE BRANCH, SAVAN- 
NAH, FLORIDA * WESTERN R. R. 

{Continued) 
StaHon Elevation ' 

Race Pond 151.8 

Uptonsville 87.3 

Folkstone 83.8 

Boulogne 73.8 



BRUNSWICK * WESTERN R. R. 



Station 



Elevation ' 



Brunswick 17.8 

Buffalo Swamp 7.8 

Water Surface, Big Buffalo .... 3.8 

Water Surface, Little Buffalo ... 3.8 

Near Waynesville 53.8 

Satilla River 18.S 

Caney Bay 103.8 

Big Creek, Water Surface 80.8 

Waycross 140.8 

Cox Creek 104.8 

Waresboro 120.8 

Dixonia Station 126.8 

Foley Branch, Water Surface • . . 123.8 

Peach Creek, Water Surface .... 94.S 

Gordonia 131.8 

Duncan Branch, Water Surface . • 1 17.8 

Red Bluff Creek 108.3 

Branch, Red Bluff Station .... 147.3 

Pearson Station 172.8 

Kirkland 200.8 

Westonia 196.8 

Leliaton 203.8 

Branch at 99 Mile-post 196.3 

Pine Bloom r . . . . 206.& 

Willacoochee 212.8 

Branch, 103 Mile-post 176.8 
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BRUNSWICK ft WESTERN R. R. 
{Continued) 

Stotion Elevation < 

Willacoochee River 184.8 

" 179.3 

Sniff Sution 223.8 

Allapaha River 12 1.8 

Branch of the Allapaha River ... 241.8 

Allapaha Station 268.8 

Branch of the Willacoochee River . 263.8 

Branch of the Willacoochee River . 259.8 

Ridge, 116 Mile-post 388.8 

Enigma Station 265.8 

Henry's Branch, 119X Miles. . . . 248.8 

Brookfield 306.8 

Middle Creek 278.8 

New River 282.8 

Vanceville 290.8 

Little River 303.8 

Tifton 343.8 

Branch, 130 Mile-post 304.8 

Tucker Creek 255.8 

Riverside Station 264.8 

Little River 239.8 

Hillsdale Station 303.8 

TyTy Creek 275.8 

" " " and Station 269.8 

Sumner Station 350.8 

Wiston Mill 351.8 

Poulan Station 312.8 

Warrior Creek 302.8 

Hog-heaven 331*8 

Isabella 341.8 

Coleman's Station 354.8 

Willingham Station 299.8 

Acrosta Station 205.0 

I In feet. 

9 Datum :— Reduced to Fort Pulaski by adding. 



BRUNSWICK k WESTERN R. R. 
(Continued) 

Station Elevation i 

East Albany 186.0 

Flint River Valley 154.0 

Water Surface, Flint River .... 127.0 

Albany 172.0 

EAST GEORGIA * FLORIDA R. R.^ 
Station Elevation ^ 

Jesup 103.0 

Cypress Flat 104.0 

Pigeon Roost Swamp 95.0 

Branch, 63 Mile-post 85.0 

Buffalo Creek '. . 66.0 

Crossing East Tenn,, Va., & Ga. R .R .^ 68.0 

Turkey Swamp, 72 Mile-post . . . 75.0 

72>i Miles .... 67.0 

B. & W. R. R. Grade ...... 73.0 

College Creek 63.0 

Little Satilla Swamp 61.0 

Waverly Swamp 60.0 

White Oak Swamp 60.0 

Flowers* Swamp 56.0 

Big Walker Swamp 61.0 

Little Walker Swamp 62.0 

Rose Creek Swamp 71.0 

Seal Swamp 61.0 

North Fork of Crooked River Swamp 58.0 

Crooked River Bottom 56.0 

South Fork, Crooked River Bottom . 55.0 

Little Catfish Creek 56.0 

Big Catfish Creek 44.0 

St. Mary*s Swamp 47.0 

St. Mary's River, Low Tide .... 52.0 

^ Now a part of the Southern Railway. 
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RAILROAD ELEVATIONS 



WESTERN ft ATLANTIC R. R. 



Station 



Elevation ^ 



Atlanta 1,050.0 

Simpson Street Crossing 1,025.6 

Belt Crossing 969.7 

Guano Works 937.8 

Chemical Works 925-7 

Bolton 848.3 

Iceville 843.3 

Joplin 837.6 

Collins Brick-yard 851.6 

Chattahoochee River, crosstie . . . 833.0 

Cilmore 900.2 

Vihing's Station 945-7 

Mclver's 967.0 

Smyrna 1,068.4 

Ruff*s 1,065.6 

Marietta Iii33'4 

Elizabeth ii 164.4 

Big Shanty 1,107.8 

Acworth 929.0 

County Line 910. 1 

AUatoona Creek 877.7 

Allatoona Station 879.6 

Forty-one Junction 871.2 

Bartow 847.8 

Emerson 843.7 

Etowah Junction 755-8 

Etowah River 746.0 

Cartersville 762.2 

East & West Railroad Junction . . 748.0 

Stream, 493 Mile-post 731.9 

Rogers* R. R. Junction 740.0 

Stream No. 40 744.0 

"39 754.0 

" "38 758.9 

Cassville 767.6 



WESTERN ft ATLANTIC R. R.* 
(Continued) 



Station 



Elevation ^ 



Stream No. 37 . . . ^ 782.3 

"36 759.9 

Best's 750.0 

Gaines' Mill 730.8 

Two Run Creek, No. 35 729.6 

Kingston 712.7 

Cement 687.3 

Hall's 787.8 

Summit 800.1 

Top of Grade 808.2 

Oothcaloga River 734-3 

Stream, 68 Mile-post 708.3 

Adairsville 722.1 

Oothcaloga River 682.0 

County Line 679.0 

McDaniel's 669.9 

Oothcaloga River 645.2 

Calhoun 660.6 

Resaca 657.5 

Oostanaula River 657.4 

County Line 659.3 

Tilton 668.2 

Beardsley 668.3 

Stream No. 24 727.1 

Dalton 773.2 

Rock Face 782.2 

104 Mile-post 7833 

Tunnel Hill 850.8 

County Line 823.7 

Greenwood 794-0 

Catoosa 789.2 

Ringgold • 794.5 

Graysville 7"-0 

State Line 7iS-0 



' Datum :-> Atlanta elevation. Union Depot, 1,050 feet above sea-level. 



> In feet. 
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GEORGIA, SOUTHERN A FLORIDA R. R. 
Station Elcration ' 

Station O 304-0 

Switch 344-0 

Southwestern Railroad 337-0 

Macon & Birmingham Railroad . . 321.0 

River Swamp, North Edge .... 287.0 

" proper 283.0 

•* proper 278.0 

Macon & Birmingham Railroad . . 279.0 

Last Lake 2780 

Ridge between River and Tobesofkee 

Creek 3090 

Creek Swamp 277.0 

Ridge between Echeconnee Creek 

and Tobesofkee Creek 332.0 

Ridge, Section-house, No. 7 . - . . 363.0 

Ridge, Section-house, No. 8 . . . . 289.0 

Avondale 339-0 

Echeconnee Creek 253.0 

Section-house, No. 14 298.0 

Joe Frederick 286.0 

Willston, No. 16 .• 295.0 

Sandy Reed Creek 280.0 

Mrs. McBride*s, No 10 331.0 

Section-house, No. 20 3i7*o 

Ridge, 20>^ Miles 344-0 

Beaver Creek 292.0 

Ridge, 23>^ Miles 319.0 

Sofkee Junction 335*0 

Kathleen 318.0 

Section-house, No. 26 290.0 

Mossy Creek 258.0 

Ridge between Big Indian and Mossy 

Creeks 288.0 

Big Indian Creek 294/) 

Limestone Creek 294.0 

Ha3meviUe Road 311.0 

> In feet. 



GEORGIA, SOUTHERN A FLORIDA R. R. 

( Continued) 



Station 



Elevation ' 



Section-house, No. 35 421.0 

Top of Ridge, 35 M Miles 451.0 

Holton Creek 400.0 

Ridge, 38 Mile-post 426.0 

Hawkinsville & Henderson Road . 4I3-0 

Big Creek 311.0 

Ridge, 42 >^ Miles 410.0 

John Croupier 400.0 

Sub-grade, Macon & B. RVy ... 321.0 

Section-house, No. 47 365-0 

Fullington Mill 3650 

Vienna 3I9-0 

Section-house, No. 58 336.0 

Cames Mill, 59 K Miles 3420 

CamesMill, 61X Miles 359^ 

Savannah, Americus & Montgomery 

R.R. Crossing 361-O 

Cordele 388.0 

Section-house, No, 67 37 5 -O 

Wenona, No. 69 394-0 

Vinton, No. 70 400.O 

Grady (?) Brown Place 443-0 

, Arabi Station 399-0 

James*s Saw-mill 398.0 

Bedgood & Ryan 404.0 

Pate's House 396.0 

Section-house, No. 80 ...... 408.0 

Deep Creek 3500 

Section-house, No. 81 384*0 

Peckville 44^-0 

i Marion, No. 85 45I-0 

\ Branch, 86 >^ Miles 409.0 

Sycamore 397«o 

Inaha Station 417*0 

Bottom, 92 Mile-post 39^.0 
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RAILROAD ELEVATIONS 



GEORGIA, SOUTHERN * FLORIDA R. R. 

{Continued) 



SUtion 



Elevation ' 



GEORGIA, SOUTHERN ft FLORIDA R. R. 

{Ccniinued) 



SUtion 



Elevation < 



Brisham Road-grade 405.0 

Cyclonetta 413*0 

Wolf Pit 394.0 

Section-house, No. loi 410.0 

" '• "102 415.0 

Brunswick & Western R. R. Cross- 
ing 373.0 

Tifton Depot . 379.0 

Branch, 109 >^ Miles 361.0 

Branch, 112X Miles 336.0 

HawellMill 301.0 

Laconte Station 307.0 

120 Mile-post 272.0 

121 Mile-post 276.0 

Saw-mill and Still 275.0 

122 Mile-post 273.0 

123 Mile-post 276.0 

Cypress Pond 261.0 

Mill, \2^yi Miles 247.0 

Section-house, No 125 253.0 

Sparks Station 244.0 

Troupville Road 246.0 

Turkey Creek 241.0 

127 Mile-post 249.0 

Adel Station 252.0 

129 Mile-post 248.0 

130 Mile-post 240.0 

131 Mile-post 246.0 

Oxmoor Station 252.0 

135 Mile-post 232.0 

136 Mile-post 229.0 

137 Mile>-post 221.0 

138 Mile-post 236.0 

Vicker's Creek 211.0 

Withlacoochee River 140.0 



Water-surface 124.0 

Savannah, Florida & Western R. R. 

Crossing at Valdosta 219X) 

Florida Midland R. R 209.0 

Center of Road-bed 205.0 

Mike Bay 204.0 

Mud Creek 176.0 

154 Mile-post 203.0 

155 Mile-post 204.0 

156 Mile-post 190.0 

157 Mile-post 182.0 

Ulner's Mill 200.0 

Long Pond 180.0 

Lake Park 167X) 

164 Mile-post 157.0 

Wessenboke House ....... 156.0 

State Line 161.0 

Tank, 171 Mile-post 151.0 

AUapaha River loi.o 

172 Mile-post 105.0 



CENTRAL OF GEORGIA R. R. 



Station 



Elevation ' 



Savannah . . . 
Junction, Meldrim 

Egypt 

Oliver 

Little Ogeechee . 
Halcyondale • . 
Outland .... 
Ogeechee Station 
Horse Creek • • 
Scarboro Station . 
Paramonis Hill . 



46.0 
39.3 
143.0 
140.0 
107-0 
II 2.0 
1 10.0 
1 17.0 
136.0 
157.0 
244.0 



' In feet. 
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CENTRAL OF GEORGIA R. R. 

{ConHnued) 



Station 



Elevation ' 



CENTRAL OF GEORGIA R. R. 

(ConHnued) 



Station 



Elevation * 



Ocains Branch . '• 199.0 

Ridge, 77 Mile-post 210.0 

Millen Junction 156.0 

Bttckhead Creek 156.0 

Rogers 162.0 

Hemdon 189.0 

Sebastopol 201.0 

Point, 98 Mile-post 207.0 

Ogeechee River • . « * 205.0 

WadleySUtion 243.0 

Bartow Station 237.0 

Johnston Station 261.0 

Davisboro 302.0 

Sunhill Station 362.0 

Tennille Station 477.0 

Oconee Station 228.0 

Toombsboro 237.0 

Oconee River 221.0 

Mclntyre 264.0 

Gordon 354*0 

Pulaski 374.0 

Griswold 476.0 

Macon 310.0 

River Flat 300.0 

Point, 163 Mile-post 300.0 

Top of Ridge 481.0 

Summit 475-0 

Passenger Depot, Macon 377*0 

Switch-back, M. & W 401.0 

Holt Place 5S4.0 

Howards 485.0 

Mims House 598.0 

Crawford 621.0 

Winn Road-crossing 669.0 

Trammell's 590.0 



Mrs. Thomas's 759.O 

Collier's Station 781.0 

The Jossey Estate 777.0 

Gardner 857.0 

Goggins Station 842.0 

Goodwins 905.0 

Road-crossing, 232 Mile-post . . • 933.0 

Bamesville 903.0 

Milner Station 894.0 

Simms* Place 881.0 

Gilbert Weaver's 882.0 

I. Andrews' • 944.0 

B. F. Sorcircy 979*0 

Cunningham 997*0 

Thornton Station 9i5*o 

Griffin 1,004.0 

Cox Land 1,000.0 

Pat Sullivan's 920.0 

Ben. Barfield's 975.0 

S. P. Campbell 937.0 

G. Dorsey's 1,012.0 

Love Ivy Station 1,002.0 

J. McVickers 937.0 

Jonesboro 995-0 

Atlanta 1,085.0 



EDEN EXTENSION, CENTRAL R. R. 



Station 



Elevation < 



Meldrim Station 

Black Creek 

Ogeechee River 

Ogeechee River, East Bank . 
Ogeechee River, West Bank 
Cuylcr 



39-3 
14.3 
14.3 
30.3 
29.3 
37.3 



I In feet. 
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RAILROAD ELEVATIONS 



EDEN EXTENSION, CENTRAL R. R. 
(Contintied) 



Station 



Elevation ' 



East Bank, Black Creek 45.3 

West Bank, Black Creek 59.3 

Road-crossing, 21^ Miles .... 76.3 

Section-house 74.3 

Eilabell 93-5 

Maiden Branch 58.5 

Savannah Road Crossing 76.5 

Toney Branch, 26>^ Miles 63.5 

Toney Branch, 27 Mile-post .... 69.5 

Main Run 79.5 

Pembroke Station 10 1.5 

Savage Creek 96.5 

Sam Baconfield's 110.5 

Gin Branch 99.5 

John Baconfield's 107.5 

Harvey Branch 106.5 

Savannah Road Crossing IX4«5 

Dry Branch 107.5 

Uphaupee Station 162.5 

Cannouchee River 63.5 

Conly Station 1S4.5 

Mt. Vernon & Savannah Road Cross- 
ing, 45 Mile-post 180.5 

Branch, 45 14 Miles 155.5 

Mt. Vernon and Savannah Road 

Crossing 48^ 194.5 

Mt. Vernon and Savannah Road 

Crossing, 49 X Miles 196.5 

Bull Creek Ch. Road Crossing ... 194.5 

Haw Pond 201.5 

Bellville Station 186.5 

Branch, 54 >^ Miles 206.5 

Manassas Station 217.5 

Collins Station 238.5 

Branch, 61^/ Miles 196.5 



EDEN EXTENSION, CENTR.\L R. R. 

(Continued) 
Station Elevation * 

Bracewell Creek, 62 K Miles . ... 168.5 
Bed of Bracewell Creek, 64 Mile-post 184.5 

East Side of Valley 128.5 

Ohoopee River 99.5 

West Side of Valley 11 5.5 

Ohoopee Station 187.5 

Branch, 69)^ Miles 149-5 

Mill Branch, 76X Miles 127.5 

Pendleton Creek 110.5 

East Side of Valley 140.5 

West Side of Valley 138.5 

Branch, 72 Mile-post I53*5 

Branch, 72 X Miles 160.5 

Branch, 72^ " 160.5 

Lyons Station 254.5 

McLeod*s House 253.5 

Branch, 81 Mile-post 257.5 

Branch, 82 X Miles 249.5 

Branch, 83X " 246.5 

Black Creek 244. 5 

Rocky Creek 258.5 

AUGUSTA DIVISION, CENTRAL R. R. 
Station Elevation ' 

Millen 157.5 

Buckhead Creek 145-0 

Road -crossing, 82 X Miles .... 182.0 

Lawton 225.6 

Hines' Mill Creek 199.2 

Road-crossing, 84 X Miles 212.2 

Road-crossing, 88 Mile-post .... 252.0 

Long Branch 242.0 

Branch, 89X Miles 255.0 

Ridge, 89X " 275.0 

Public Road, 90 X Miles 263.4 



I In feet. 
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AUGUSTA DIVISION, CENTRAL R. R. 



(Continued) 



Station 



Elevation ' 



Lumpkin Station 264.4 

Branch, 91 Mile-post, 252.0 

•Carter's Branch 253.0 

Proctor's Branch 277.2 

Ship Ridge 283.5 

Pond's Branch 277.9 

Thomas Station 285.7 

Road-crossing, 96X Miles 300.7 

97 X " 302.2 

Mcintosh Creek 262.8 

Waynesboro Station 286.7 

Briar Creek 199.7 

-Gouns Cut 284.9 

McBean Creek 140.9 

McBean Station 134-6 

Dickerson Canal 127.6 

Little McBean Creek 11 7.2 

McBean Mill 126.6 

Barney Bluff 124.2 

Valley, 119X Miles 122. i 

Ridge, 120X 140.9 

Road-crossing, 121 Mile-post . . . 133.6 

Spring Creek 1 19.8 

Allen's Station 139*2 

Butter Creek 141.5 



SOUTHWESTERN DIVISION, CENTRAL R. R. 



Station 



Elevation ^ 



Passenger Depot, Macon 377.0 

Starting Point 328.0 

Tobesofkee Ridge 382.2 

Tobesofkee Creek 313.0 

Ridge, 198 Mile-post 396.9 

Walden Station 390.6 

Echeconnee Creek 303.1 

Byron Station 5^5.6 

Powersville 406.3 

Fort Valley 531.3 

Marshallville 500.0 

Winchester 375.0 

Montezuma 300.0 

Flint River 303.1 

Oglethorpe 313.0 

Ridge, 249 Mile-post 398.0 

Sweet Water Creek 366.0 

Americus Ridge 469.0 

Americus 35o.o 

Smithville Ridge 372.0 

Smithville 3i9-o 

Albany 184.4 

East Albany 186.0 



' In feet. 

Note. — It is impossible to harmonize the data of all railroads, centering in Macon ; 
because the points, whose elevations are given, cannot be definitely located and united, by 
a line of levels. These elevations have been tied, when possible, in regions of level 
ground, rather than in the hills of Middle Georgia, where a slight error in location would 
make a discrepancy of several feet in elevation. Waycross, Valdosta, Tifton, Albany, 
Smithville and Thomasville have been chosen, for the tie-points ; but harmony, at the 
above named places, causes discrepancies at Macon and Atlanta, that can be explained, 
only on the theory of gross errors in working out the levels in the original surveys. 
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RAILROjiD ELEVATIONS 



EUFAULA BRANCH, SOUTHWESTERN DIVISION, 
CENTRAL R. R. 

(Continued) 



Station 



Elevation ^ 



SmitMUe 

KutciuaooBee Creek 

East Chickasawhachee Creek . . . 
Middle Prong of Chickasawhachee 

Cmek 

West Prong of Chickasawhachee 

Creek 

100 Mile-post 

Station, 292 Mile-post 

Creek, 295^^ Miles 

Station, 298 Mile-post 

Double Branch . . • 

Pachitla Creek 

Cuthbert Depot , 

Railroad Junction 

125 Mile-post 

Station, 319^ Miles 

Stream, 321 Mile-post 

Station, 324 Mile-post 

Tobenannee Creek 

Georgetown Depot 

Near River, 332 >^ Miles 

Beyond River, 333 Mile-post . . . . 
Eufaula, Alabama 



319.0 
265.0 
334.0 

334.0 

312-0 
362.0 
326.0 
283.0 
379-0 
387.0 
340.0 
432.0 
469.0 
274.0 
235.0 
212.0 
289.0 
214.0 
189.0 
178.0 
199.0 
211.0 



FORT GAINES BRANCH, SOUTHWESTERN 
DIVISION, CENTRAL R. R.* 



Station 



Elevation ^ 



Junction, 311 Mile-post 469.0 

126 Mile-post 424.0 

Samocheehabbee Creek 161.0 

Fort Gaines 252.0 



MUSCOGEE R. R., SOUTHWESTERN DIVISION^ 
CENTRAL R. R. 



Station 



Elevation * 



Fort Valley .... 53i.o 

Flint River 337-0 

Reynold's 433-0 

52 Mile-post 506.0 

Butler Station 650.0 

Station, 250 Mile-post 666.0 

Bostwick 669.0 

Geneva 600.0 

Upatoie 432.0 

Upatoie Creek 413*0 

Keaton 382.0 

Station, 267 Mile-post 382.0 

Far River 382.0 

Kendall's Mill 3920 

Cox Creek 397.0 

Station, 273 Mile-post 460.0 

Randall Creek 313.0 

Station, 276 Mile-post 460^) 

Dozier Creek 439-0 

Bull Creek 378.0 

Station, 281 Mile-post 322.0 

Columbus 262.0 



MACON ft DUBLIN R. R. 



Station 



Elevation * 



2 Mile-post, Macon & North. R. R. 516.0 

Swift Creek 536.0 

Branch, 5 Mile-post 53^.0 

Bottom of Swift Creek 512.0 

Cut, Crosstie, 5X Miles 545.0 

" Ground Surface 575.0 

Bottom of Branch, 7 Mile-post . . . 539.0 

" " " %% Miles . . . 570.0 



* Datum : — Reduced to Fort Pulaski, Mean Low Tide, by adding constant 86 to all elevations. 

* In feet. 
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MACON * DUBLIN R. R. 
(Continued) 

SUtkm Elevation ' 

Branch, 9 Mile-post 575.0 

Branch Bottom 564.0 

Dry Branch Station 589.0 

Branch Bottom 659.0 

1st Large Cut, 12 Mile-post .... 723.0 

Ground-Surface 769.0 

2nd Large Cut, \z%, Miles .... 752.0 

Ground Surface 793*0 

Pike*8 Peak Station 755.0 

Branch Bottom, 12^ Miles .... 713.0 

Fitzpatrick Station 762.0 

Branch, Ground Surface, \*]}i Miles 738.0 

Branch, \%)i Miles 767.0 

Branch Bottom 75i-o 

Macon Road Crossing 745*o 

Allentown Road Crossing 752.0 

Jeffersonville Station 747 ^o 

Road-crossing 734 'O 

24 Mile-post 710 

Branch, 26^ Miles 634.0 

Pahnetto Creek Bottom 591.0 

Gallimore Station 594«o 

Turkey Creek, 29 Mile-post .... 575.0 

Hughes Station 572.0 

Allentown Station 651.0 

Montrose Station 6i2/> 

Elsie Station 546.0 

Branch, 44 Mile-post 516.0 

Turkey Creek, 46^ Miles 439.0 

Spring Branch Bottom 424.0 

Moore Station 479*0 

Dublin 452.0 

Moore Street, Dublin 442.0 

Lawrence Street, " 442.0 

Jefferson Street, " 440.0 

Mnfcct. 



MACON ft DUBLIN R. R. 
{Continued) 

Station Elevation ' 

Oconee River Bluff 413.0 

High-water Mark 400.0* 

West Bank of Oconee 394 >o 

Bottom of Oconee 362.O' 

East Bank of Oconee 396.0* 

12 Mile-post 772.0 

13 " " 773.0 

14 " " 772.0 

15 " " 764.0 

16 " " 783.0 

17 " " 761.0 

18 " " 765.0 

19 " " • • 749.0 

20 " •• 764.0 

21 " " 751.0 

22 " " 750.0 

23 " " 732.0 

24 " " 710.0 

25 " " 662.a 

26 " " 598,0 

27 " " 586.0 

28 " " 575.0 

29 " " 632.0 

30 " " 664.0 

31 " " 658.0 

32 " " 643.0 

33 " " 632.0 

34 " " 632.0 

35 " " 602.0 

36 " " 608.0 

Ravine, 55 Mile-post 409.0 

Shaddock Creek 404.0* 

Mt. Vernon Road 408.0 

Pugh's Creek Bottom 404.0 

Branch, 6731^ Miles 445*0' 
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RAILROAD ELL VA TIONS 



MACON A DUBLIN R. R. 
(ConHnueil) 

Station Elevation ' 

Branch, 68 >^ Miles 509.0 

Blackville Road 512.0 

Alligator Creek 500.0 

Branch, 72 X Miles 495-0 

" 73 Mile-post 484.0 

Road, 74 >^ Miles 460.0 

Branch, 75X " 453-0 

Road, 77X " 457.0 

Pendleton Creek 440.0 

Branch, 78 Mile-pqst 442 

Ridge, 80 Mile-post 489.0 

Branch, 80 Mile-post 452.0 

Red Bluff Creek 420.0 

Ridge, 82 Mile-post 474>o 

Branch, 82X Miles ....... 449.0 

Branch, 83 Mile-post 441.0 

*• 84>^ Miles 461.0 

" 86 Mile-post ...... 477.0 

" 88X Miles 411.0 

" 89>^ Miles 377.0 

Low-grounds 366.0 

Bottom of Ohoopee 354.0 

High-water Mark 372.0 

Ridge, 94 Mile-post 440.0 

Jack's Creek 356.0 

Branch, 97 X Miles 371.0 

" 97X " 388.0 



MACON ft DUBLIN R. R. 
{CoHtinuect) 

Station Elevation < 

Ridge, 98^ Miles 428.0 

Branch, 98^ " 400.0 

Ridge, 99X " 421.0 

Branch, 99^^ Miles 400.0 

Ridge, 100^ " ., 465.0 

Road, " " 460.0 

Wolf Creek 484.0 

1st Ridge, ioi>^ Miles 453.0 

2nd " " •* 453.0 

1st Branch of Wolf Creek 429.0 

Branch, 103)^ Miles 395*0 

Ridge Road, 105 X Miles 419.0 

Branch, io5>^ Miles 397.0 

Road, 106 Mile-post 398.0 

Cannouchee River 344*0 

High- water Mark 348.0 

Branch, iioX Miles 354.0 

Reidsville Road 360.0 

1 0-mile Creek 336.0 

Road, 115 X Miles 376.0 

" 123X " 364.0 

Lot's Creek 305.0 

Road, 129 Mile-post 350.0 

Bullock's Bay 328.0 

Bay Gall 310.0 

Road, 133X Miles 320.0 

Road, 134X " 319.0 



* In feet. 



Digitized by 



Google 



NOTABLE ELEVATIONS -•'• ' loi 

•• •" ."^ 

ELEVATIONS ■•'..'*. 



The following are the elevations above the average sea-level of' . 
some of the prominent mountains and other points of interest in the 
State, determined by the United States Coast and Geodetic Survey: — 

Elevation 
in feet 

Sitting Bull (middle summit of Nantahala, Towns county) 5f046 

Mona (east summit of Nantahala, Towns county) 5>039 

Enota, in Towns county 4>797 

Rabun Bal^, in Rabun county 4f7iS 

Bloodt in Union county 4,468 

Tray, in Habersham county 4t403 

Cohutta, in Fannin county 4ti55 

Dome, in Towns county 4*042 

Grassy, in Pickens county * * . . . 3,290 

Tallulah (northwest summit), in Habersham county 3»i72 

Tallulah (southeast summit), in Habersham county 2,849 

Vonah, in White county 3*167 

Walker, in Lumpkin county 2,614 

Lookout (at High Point), in Walker county 2,390 

Pine Log, in Bartow county 2,346 

Lookout (at Round Mountain), in Walker county 2,331 

Pigeon (at High Point), in Walker county 2,329 

Skit 2,075 

Sawnee, ip Forsyth county 1,968 

Kennesaw, in Cobb county 1*809 

Stone Mountain, in DeKalb county 1,686 

Sweat 1,693 

Lavender, in Floyd county 1,680 

Cleveland Church, in White county 1,616 

Taylor*s Ridge, in Chattooga county i*556 

Dahlonega Agricultural College 1,518 

Mt. Alto, in Floyd 1,505 

Clarkesville Court House, in Habersham county 1*478 

Cames Mountain, in Polk county I1296 
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INTRODUCTION 



By W. S. YEATES, State Geologist 



Since the work of compiling the report on the Water-powers of 
Georgia, which forms the first part of this bulletin, was completed, 
a great deal of hydrographic work has been done in Georgia, by 
the co-operation of this Survey with the U. S. Geological Survey, 
mentioned in the letter of transmittal/ As indicated, in this letter, 
it was the intention of the State Geologist, to use the results of 
that work, in a second bulletin, to be published, as soon as sufficient , 
field-data had been collected. As it has taken a much longer time 
to bring out this bulletin, than was at first anticipated, it is best to 
include, in the form of an appendix to the first report, the work 
since accomplished in the field, bringing the subject up to date.^ 

In the fall of 1895, Mr. B. M. Hall, who had been employed, 
by this Survey, as Special Assistant, to compile the report on the 
Water-powers of Georgia, embraced in the first part of this bulle- 
tin, was appointed Hydrographer for the U. S. Geological Survey, 
in charge of the work on the rivers of Georgia, Florida, Alabama 
and Tennessee, under the direction of Mr. F. H. Newell, Chief of 
the Hydrographic Division of the U. S. Geological Survey. Sub- 
sequently, the plan of co-operation, referred to, was agreed upon; 
and all work, done by the two Surveys, since Mr. Hall began, in 
the latter part of 1895, is here presented. 

'Seepages. ^ July ist, 1897. 

(103) 
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During this time, Mr. Hall has been regularly assisted, in the 
field-work, by Messrs. Max Hall, Olin P. Hall and P. A. Dallis; 
while the following river-observers, have been employed, at the 
various stations, indicated: — 

Observer Station River 

Col. S. M. Carter Carter's Coosawattee 

J. H. Lowry Oakdale Chattahoochee 

C. E. Melton West Point 

J. P. Mercer Macon Ocmulgee 

S. M. Barnett Resaca Oostanaula 

Peter Pfeiffer S. A. L. Bridge -_-- ...Savannah 

J. A. Low -. Canton -_. ..Etowah 

J. L. Cary Carey Oconee 

U. S. Weather Bureau Dublin .. 

J. A. Moore.. Molena Flint 

These gentlemen have been paid a small amount, as compensa- 
tion for their services, except Col. Carter, who kindly consented, 
to act as observer at Carter's Station, without compensation; and 
they have made weekly reports, on daily observations, both to the 
U. S. Geological Survey and to the Geological Survey of Georgia. 
By courtesy of the U. S. Weather Bureau, observations at Dublin 
have been furnished, without cost to either Survey; but, as this sta- 
tion has been discontinued by the Weather Bureau, further observa- 
tions, here, will require the employment of an observer. 

The plan of co-operation has resulted in accomplishing a much 
greater work, for both Surveys; and it is proposed, to continue this 
plan, for collecting data, for our next bulletin, on this subject. It 
is the very liberal policy of the Director of the U. S. Geological 
Survey towards the State Surveys, that has made it possible, for the 
Geological Survey of Georgia to collect so much data, at so small 
an expense to the State; and further co-operation, along other lines 
of work, will probably be effected, in the near future. 
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METHODS AND RESULTS OF RECENT WORK 



By B. M. hall, Hydrographer 



The following is a brief statement of the methods, adopted, and 
the results accomplished, in the field-work, done, since the fore- 
going report on the Water-powers of Georgia was compiled : — 

This appendix deals, exclusively, with the amount of water, flow- 
ing in the streams, and gives a safe basis, for calculation of low-water 
volumes, at the separate water-powers, described in the foregoing 
report; the same being applicable, only to the driest years, ever 
known in this region. The work was begun, in the Autumn of 1895; 
and it has continued, without ceasing, to the present time. Its object 
has been to obtain a knowledge of the exact amount of water, flow- 
ing in the streams, at all seasons of the year, in order to arrive at 
their value for water-power, irrigation, mining, municipal supply 
etc. Certain convenient stations have been established on the im- 
portant rivers. At each of these stations, a gauge-rod is set, to 
show the fluctuations of the stream; and a gauge-reader is employed^ 
to observe the height of water on the gauge, every morning, at the 
same hour, and to make a weekly report of the same to the Hydrog- 
rapher-in-charge. From time to time, the Hydrographer, or one of 
his field-assistants, visits the station, and makes an accurate dis- 
charge-measurement of the stream, noting the height of the water 
on the gauge, at the time the discharge-measurement is made. 
After a large number of discharge-measurements have been made,, 
at different gauge-heights, a rating-table is made, from the data 
thus obtained, which gives the amount of water, flowing in the 
stream, at that station, for any gauge-height, shown on the rod,. 
Thus, by inspection of the table of daily gauge-heights, the flow of 
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the stream is shown, for every day in the year, or years, covered 
by observations of gauge-height. As the main object of the work, 
so far, has been to get the value of the streams, for water-power, 
special attention has been given to low- water measurements; and 
the rating- tables do not cover the highest stages of water. 

In making discharge- measurements, the velocities are taken, at 
all points of the section, with the latest improved electric current- 
meters; and accurate cross-sections are made, from soundings, lO 
feet apart. 

The minimum low-water measurements, given here, were made 
in the Autumn of 1896, when the streams were at the lowest stage, 
that they have reached, for many years — a minimum stage, that 
they probably reach, only once or twice in a century. This will be 
shown by a study of the Atlanta rainfall table, from July 1870 to 
December 1896, inclusive, published on page 18 of this bulletin, 
giving, for 26 years, an average annual rainfall of 50.96 inches. 
It gives positive evidence, that the streams of this region were 
lower, during the year 1896, than at any time since 1870. There 
has been a continuous accumulating deficiency since 1890, which, 
however, did not begin to make a visible impression on the streams, 
until 1893, though it naturally affected the supply of ground-water, 
available for the following years'. But, on top of this deficiency, 
has come a period of four years, from 1893 to 1896, inclusive, in 
which the average annual rainfall was 39.35 inches, distributee) as 
follows: — Spring — 9.87; Summer — 12.43; Autumn — 6.24; and 
Winter — 10.81. This distribution shows, that the greatest rainfall, 
during the period, named, has been in Summer, when the amount 
of water, taken up by vegetation and evaporation, was greatest. 
The fact, that these conditions have produced good crops, would 
naturally prevent most people from recognizing the years, named, 
as exceptionally dry ones; but it is stated, by the oldest inhabitants, 
that the streams and wells were lower, in the Autumn of 1896, than 
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they have ever seen them, since the year 1845. ^^ must, therefore, 
be expected, that the minimum discharges, given below, will be 
much smaller, than those found by Mr. C. C. Anderson, late Assist- 
ant State Geologist, in 189 1 and 1892, when the streams were at 
their average stage. 
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THE SAVANNAH BASIN 



SAVANNAH RIVER 



Seaboard Air Line R. R. Bridge Station, Elbert County 

Georgia 

On August 4th, 1896, a regular station was established on The 
Savannah River, in Elbert county, Georgia, at the Seaboard Air 
Line R. R. Bridge. The drainage area, or water-shed, above this 
point, is 2,695 square miles. Mr. Peter Pfeiffer of Calhoun Falls, 
S. C, the nearest railroad station, was made observer. The follow- 
ing represents the work done at this station : — 

discharge measurements 



No. 



Date 



Measurement 
Made by 



Meter 
Num- 
ber 



Gauge- 
height 

in 
Feet 



.\rea of 

Section in 

Square 

Feet 



Mean 

Velocity in 

Feet per 

Second 



Discharge 
in Cubic 
Feet per 
Second 



1896 
Aug. 4 

Sept. 22 

Oct. 31 

1897 
Jan. 20 

Apr. 28 

June 12 



Max Hall 

(( 41 

<« « 

B. M. Hall 
Max Hall 

«« i< 



16 


2.40 


2,278 


1. 170 


2,665 


II 


1.77 


1,488 


0.980 


1,531 


II 


2.10 


1,889 


1.090 


2,054 


8 


2.90 


2,173 


1.935 


4,204 


91 


3.21 


2,811 


2.290 


6,446 


II 


2.80 


2,606 


1.714 


4,469 
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DAILY GAUGE -HEIGHT 



Peter J. Pfeiffer, Observer 





1896* 


1897 


Aug. 


Sept. 


Oct 


Nov. 


Dec. 


Jan. 


Feb. 


Mar. 


Apr. 


May 


June 


I 




2.00 


2.00 


2.20 


5.60 


2.50 


2.80 


3-00 


5.40 


3.80 


2.20 


2 




1.90 


1.95 


2.15 


5.00 


2.40 


5.20 


2.95 


6.90 


5.65 


2.15 


3 




1.85 


1.90 


2.05 


4-95 


2.40 


4.00 


2.80 


5.20 


4-30 


3.05 


4 


2.40 


1.80 


1.95 


3.00 


5.15 


2.40 


3.60 


2.80 


4.75 


3.95 


4.40 


5 


2.30 


1.95 


1.90 


5.6S 


5.00 


2.35 


3-25 


2.75 


XI. 60 


3.85 


4.10 


6 


2.15 


3.85 


1.85 


7.15 


4.05 


2.35 


6.00 


2.65 


13.35 


3.80 


3-10 


7 


2.10 


3.00 


1.90 


4.75 


3.S0 


2.30 


8.55 


6.80 


8.15 


3.70 


2.95 


8 


2.00 


2.90 


1-75 


3.00 


3.75 


2.25 


7.20 


4.65 


4.95 


3.65 


3-05 


9 


2.05 


2.40 


1.70 


2.60 


3-65 


2.25 


5.05 


4.20 


4.05 


3.40 


3.25 


. 10 


2.10 


2.25 


1.70 


2.4s 


3.20 


2.25 


4.10 


4.00 


4.00 


3-29 


3-05 


II 


2.05 


2.20 


2.00 


2.30 


2.85 


2.20 


3.85 


4.40 


4.15 


3.15 


2.95 


12 


2.00 


2.30 


2.20 


2.20 


2.60 


2.20 


5.15 


5.50 


4.10 


3.08 


2.80 


13 


1-95 


2.15 


2.50 


5.60 


2.45 


2.30 


4.40 


7-75 


4.00 


3.00 


3.00 


14 


2.80 


2.10 


2.40 


4.10 


2.55 


3.05 


4.10 


7.25 


3.95 


305 


2.85 


15 


310 


2.05 


2.15 


3.60 


3.85 


2.75 


4.00 


6.00 


3-95 


3.10 


2.80 


16 


2.30 


2.00 


2.00 


3-25 


3.20 


3-60 


4.05 


5.20 


3.85 


3-15 


3.00 


17 


2.10 


2.00 


1.95 


3.00 


3.40 


2.55 


3.95 


4.15 


3.80 


310 


3.05 


18 


2.05 


1.95 


1.90 


2.90 


3.10 


3-35 


3- 80 


3.85 


3.75 


305 


2.95 


19 


2.05 


1.90 


1.8S 


2.65 


3-00 


3.10 


3.65 


3-50 


3.65 


3-00 


2.85 


20 


2.00 


1.8s 


1.80 


2.40 


2.85 


2.90 


3-70 


4.00 


3.50 


2.95 


2.80 


21 


1.90 


1.80 


1.80 


2.25 


2.80 


5.40 


3-50 


5.35 


3.40 


2.90 


2.70 


22 


1.85 


1-75 


1.75 


2.35 


2.75 


3-95 


3-35 


4.40 


3.35 


2 90 


2.65 


23 


1.80 


2.50 


x-75 


2.30 


2.65 


3.60 


4.05 


4.10 


3.30 


2.85 


2.55 


24 


1-75 


2.40 


2.15 


2.30 


2.60 


3.20 


3-8o 


4.00 


3.25 


2.75 


2.55 


25 


1-75 


2.35 


2.05 


2.30 


2.55 


3-10 


4.00 


3-90 


3.25 


2.70 


2.45 


26 


2.00 


2.25 


2.00 


2.25 


2.50 


3.00 


3.90 


3.65 


3.30 


2.60 


2.50 


27 


2.45 


2.00 


I.9S 


2.25 


2.45 


2.95 


3.45 


305 


3.25 


2.55 


2.40 


28 


2.00 


1.90 


1.90 


220 


2.40 


2.95 


2.20 


340 


3.20 


2.40 


2.30 


29 


1.9s 


1.9s 


1.85 


2.30 


2.40 


2.90 




3.25 


3-25 


2.35 


3.50 


30 


1.90 


2.00 


1.95 


2.95 


2.40 


2.90 




3.25 


3.40 


2.25 


2.95 


31 


1.85 




2.10 




2.35 


2.7.S 




3.30 




2.20 





* In feet. 
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RATING-TABLE 
Drainage Area^ 2^6<)S Square Miles 



heigf^ 

in 
Feet 


Discharge 
in Cubic 
Feet per 
Second 


Gauge- 
height 
in 
Feet 


Discharge 
in Cubic 
Feet per 
Second 


Gauge- 
height 

in 
Feet 


Discharge 
in Cubic 

Feet per 
Second 


Gauge- 
height 

in 
Feet 


Discharge 
in Cubic 
Feet per 
Second 


1.70 


1.480 


2.20 


2,260 


2.70 


3.700 


3 20 


6,350 


1.80 


1,580 


2.30 


2,470 


2.80 


4,230 


3.30 


6,880 


1.90 


i»70o 


2.40 


2,690 


2.90 


4,760 


3-40 


7.410 


2.00 


1.850 


2.50 


2,930 


3.00 


5,290 


3-50 


7,940 


2.10 


• 2,050 


2 60 


3,230 


3 10 


5,820 







The minimum discharge per square mile of drainage area is 0.55 cubic feet per second. 



Augusta, Georgia 

The only other discharge measurement, made on the Savannah 
River, so far, was at Augusta, Georgia^ at the North Augusta bridge. 

DISCHARGE MEASUREMENT 



No. 


Date 


Measurement 
Made by 


Meter 

Num- 
ber 


Gauge- 
height 
in 

Feet^ 


Area of 

Section in 

Square 

Feet 


Mean 

Velocity in 

Feet per 

Second 


Discharge 
in Cubic 
Feet per 
Second 


I 


X896 
Oct. 3 


B. M. Hall 


8 


5-42 


3.178 0.992 


3.X54 



' On Augusta dty-gauge. 
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BROAD RIVER 



III 



Carlton Station, Madison County, Georgia 

This station, at the Seaboard Air Line bridge, over the North 
Broad River, was established, May 27th, 1897; ^^^ discharge meas- 
urements were then begun; but the gauge-observer Mr. S. P. Power, 
Jr., does not begin his regular duties, until July ist. The measure- 
urements made, so far, are: — 

DISCHARGE MEASUREMENTS 



No 


Date 


Measurement 
Made by 


Meter 

Num- 
ber 


Gauge- 
height 

Feet 


Area of 

Section in 

Square 

Feet 


Mean 

Velocity in 

Feet per 

Second 


Discharge 
in Cubic 
Feet per 
Second 


2 


1897 
May 27 

June 22 


Max HaU 


91 

91 


2.10 
1.92 


594 
. 604 


1.004 
0.960 


S96 
580 



The great number of fine water-powers in the Savannah Basin 
are accessible by the Southern Railway and the Seaboard Air Line 
and the Georgia Railroads. 



Digitized by 



Google 



112 



APPENDIX 



THE ALTAMAHA BASIN 



OCONEE RIVER 



Gary Station, Greene County, Georgia 

This station was established, October 29th, 1896, at the Georgia 
Railroad bridge across the Oconee River, just below the mouth of 
the Apalachee River. The drainage area above this point is 1,346 
square miles. This station is about 30 miles above Milledgeville. 
With Mr. J. L. Cary, as gauge-observer, the following work has 
been done at the station : — 

DISCHARGE MEASUREMENTS 
Drainage Area, 1,346 Square Miles 



No. 


Date 


I 


1896 
Oct. 29 


2 


Nov. 17 


3 


Nov. 25 




1897 


4 


Jan. 18 


5 


Mar. 18 


6 


Apr. 29 


7 


May 28 


8 


June 9 



Measurement 
Made by 



Max Hall 
B. M. Hall 



H. M. Hall 
«< (( 

Max Hall 
B. M. Hall 
Max Hall 



Meter 

Num* 

ber 



II 
8 
8 

8 
91 
91 
14 
II 



Gauffe- 
heiffht 

in 
Feet 



1.68 
2.08 
1.90 

4.95 
5.15 
2.40 
2.10 
2.50 



Area of 

Section in 

Square 

Feet 



735 
702 

715 

1,344 

1.417 

963 

701 

949 



Mean 

Velocity in 

Feet per 

Second 



0.880 
1. 190 
I.IIO 

2.468 
3.000 
2.070 

1.494 
1.986 



Discharge 

in Cubic 

Feet per 

Second 



644 
836 
79S 

3.318 
4,257 
1,992 
1,047 
1,885 
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DAILY GAUGE-HEIGHT' 
J. L. Gary, Observer 





1896 


1897 


Oct 




Nov. 


Dec. 


Jan. 


Feb. 


Mar. 


Apr. 


May 


June 


July 


z 






2.10 


5.10 


2.10 


2.50 


3.20 


3.30 


4.00 


2.10 








2 






1.90 


4.80 


1.90 


3.80 


3.20 


4.90 


3.80 


2.10 








3 






1.70 


4.40 


2.10 


3.70 


3.10 


6.10 


3-30 


2.10 








4 






2.10 


4.20 


2.00 


3.60 


3.90 


5.60 


2.80 


2.20 








5 






2.70 


3.70 


2.10 


3.30 


3.00 


8.80 


2.60 


2 20 








6 






2.30 


3.40 


2.00 


4.60 


2.90 


14.40 


2.50 


2.30 








7 






2.20 


3.20 


2.10 


500 


6.40 


12.40 


2.30 


2.20 








8 






I 80 


3.00 


2.10 


4.60 


7.80 


7.30 


2.30 


2.20 








9 






1.80 


2.90 


1.80 


3.80 


680 


5.40 


2.30 


2.50 








10 






1.80 


2.70 


1.90 


3.30 


4.40 


5.50 


2.30 


2.30 








II 






1.80 


2.60 


2.00 


3.10 


4.00 


4.50 


2.20 


2. 20 








12 






1.90 


2.50 


1.90 


5.90 


4.20 


4.00 


2.30 


2.00 








13 






1.80 


2.40 


2.00 


6.60 


7.70 


350 


2.30 


1.80 








14 






1.90 


2.30 


2.70 


5.30 


10.40 


3.50 


2.40 


1.70 








15 






1.90 


4.00 


4.30 


4.40 


12.20 


3.30 


2.30 


1.70 








16 






2.00 


2.80 


4.20 


4.00 


11.60 


330 


2.30 


1.60 








17 






2.08 


2.40 


340 


4.20 


8.60 


3.30 


2.30 


1.60 








18 






2.00 


2.20 


4.50 


3.60 


5.50 


3.00 


2.20 


1.60 








19 






2.00 


2.40 


4,80 


3.30 


4.20 


2.90 


2.20 


i.£o 








20 






1.90 


2.30 


4.00 


3.00 


5.30 


2.80 


2.20 


2 40 








21 






1.80 


2.20 


6.00 


3.80 


5.50 


2.70 


2.00 


2.10 








22 






1.90 


2.20 


7.80 


4.00 


4.60 


2.70 


1.90 


2.00 








23 






200 


2.10 


6.80 


3.80 


4.60 


2.60 


2.00 


1.70 








24 






1.95 


2.00 


4.30 


4.70 


4.70 


2.60 


2.20 


1.50 








25 






1.90 


2.00 


3.30 


5.30 


4.20 


2.70 


2.10 


2.20 








26 






1.90 


2. 10 


3.10 


5.20 


3.70 


2.50 


2.10 


2.00 








27 






Z.80 


2.00 


2.80 


4.20 


3.20 


2.50 


2.10 


1.80 








28 






1.90 


1.90 


2.80 


3.50 


3.20 


2.S0 


2.00 


I 60 








29 


1.68 


2.90 


2.10 


2.60 


• • 


3.00 


2.50 


2.10 


1.50 








30 


1.68 


3.90 


2.00 


2.40 


. . 


3.00 


2.90 


2.10 


1.60 








31 


1.68 


, , 


2.00 


2.50 


• . 


3.40 


. . 


2.20 


• • 






'Ini 


Eeet. 
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RATING-TABLE 
Drainage Area, 1^46 Square AiiJes 



Gauge- 
height 

in 
Feet 


Discharge 
in Cubic 
Feet per 
Second 


Gauge- 
height 

in 
Feet 


Discharge 
in Cubic 
Feet per 
Second 


Gauge- 
height 

in 
Feet 


Discharge 
in Cubfc 
Feet per 
Second 


Gauge- 
height 

in 
Feet 


Discharge 
in Cubic 
Feet per 
Secoid 


1.70 


650 


2.70 


2,010 


3.70 


2,730 


4.70 


3.328 


1.80 


720 


2.80 


2,100 


3.80 


2,800 


4.80 


3,420 


1.90 


800 


2.90 


2,200 


3.90 


2,840 


4.90 


3.550 


2.00 


900 


3.00 


2,280 


400 


2,880 


5.00 


3.720 


2.10 


1,000 


3.10 


2,360 


4.10 


2,940 


5.10 


3.910 


2.20 


1,100 


3.20 


2,440 


4.20 


3,000 


5.20 


4.150 


2.30 


1,280 


3.30 


2.510 


4.30 


3,050 


5.30 


4.350 


2.40 


1,480 


3.40 


2,560 


4.40 


3,100 






2.50 


1,560 


3-50 


2,620 


4.50 


3.170 






2.60 


1,850 


3.60 


2,680 


4.60 


3.230 


1 





The irregularity in this rating-table is caused by obstructions in 
the river, at the station, and by a mill-dam, about five miles below. 
For minimum discharge of river, see measurements at Milledgeville. 

Dublin Station, Laurens County, Georgia 

This station is located at Dublin, Ga., at the Iron Highway 
bridge, belonging to Laurens county. Discharge measurements 
were begun May 5th, 1897. The following is a statement of the 
work done to date : — 

DISCHARGE MEASUREMENTS 



No. 


Date 


Measurement 
Made by 


Meter 
Num- 
ber 


Gauge- 
height 

Feet 


Area of 

Section in 

Square 

Feet 


Mean 

Velocity in 

Feet per 

Second 


Discharge 
in Cubic 
Feet per 
Second 


I 
2 

3 
4 
5 


1897 
Mays 

June 7 

" 8 

" 9 
" 10 


B. M. Hall . . . 
P. A. Dallis . . . 

it M 
<l « 
(« « 


91 
14 
14 
14 
14 


6.10 
1.90 
1.77 
1.50 

1.43 


2,251 
1,151 
1,107 
' 1.030 
1,009 


2.843 
2.485 
2.420 
2.415 
2.465 


6,400 
2,861 
2,680 
2,488 
2,487 
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DAILY GAUGE-HEIGHT ^ 
U. S. Weather Bureau, Observer 





1896 


1897 


. Oct. 


Nov. 


Dec. 


Jan. 


Feb. 


March 


April 


I 




0.50 


3.20 


2.10 


2.70 


12.80 


8.10 


2 


O.IO 


6.70 


2.X0 


3.20 


1350 


XO.80 


3 


1 


0.40 


9.50 


2.10 


5-40 


12.30 


12.00 


4 


s 


I.XO 


10.70 


2.00 


6.20 


9.50 


14.00 


5 


I5 


5.40 


IX. 40 


2.00 


6.20 


7.50 


15.50 


6 


7.70 


12.80 


1.90 


6.90 


7.00 


15-60 


7 




9-30 


1310 


1.90 


8.00 


7.20 


15-00 


8 


(A W 

K.' 


XO.50 


12.40 


1.80 


8.70 


8.T0 


14.80 


9 


il 


10.20 


10.10 


1.80 


9.20 


8.80 


16.00 


10 


?l 


7.50 


7.30 


1.80 


9.80 


9.60 


16.70 


IX 


♦- 


3-40 


6.50 


1.80 


9.70 


10.00 


x6.io 


12 
13 


^ CO 

1^ 


2.50 
2.50 


5.60 
4.50 


1.70 
X.50 


10.80 
XI.60 


10.80 
11.00 


14.80 
13.50 


M 


;5 


360 


4.X0 


1.50 


13.00 


13.00 


12.10 


15 


3.70 


4.X0 


1.50 


14.30 


15.50 


9.90 


16 




3-90 


4.00 


1.60 


16.10 


20.50 


8.00 


17 


I.XO 


3.50 


8.00 


4.80 


16.00 


22.70 


7.20 


18 


1. 10 


2.50 


8.90 


5.00 


14.60 


21.40 


6.80 


19 


1. 10 


1.70 


9.70 


4.60 


13-10 


20.00 


6.40 


20 


1.20 


1.50 


8.10 


5.20 


11.70 


18.00 


6.60 


21 


1.20 


1.30 


5.30 


6.00 


10.20 


16.00 


6.40 


22 


1.20 


1. 10 


4.10 


6.00 


9.20 


14.70 


5-00 


23 


1.20 


1. 00 


3-70 


7.20 


7.60 


15-50 


4.50 


24 


1.20 


0.90 


3.20 


7.80 


7.50 


16.20 


4.40 


25 


1. 10 


0.80 


3.00 


8.40 


7.80 


17.00 


4-30 


26 


0.60 


0.60 


2.80 


8.40 


9.90 


17.70 


4.10 


27 


0.20 


0.50 


2.50 


6.40 


10.50 


17.00 


4.00 


28 


O.IO 


0.60 


2.30 


5.20 


12.00 


15.50 


4.00 


29 


0.20 


0.60 


2.30 


3.80 


• • 


13.40 


3-90 


30 


0.40 


0.60 


2.20 


300 


• • 


10.80 


4.20 


31 


0.60 


• • 


2.20 


2.80 


. . 


8.50 


. . 



^In' 



feet. 
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MiLLEDGEVILLE, GEORGIA 

The following discharge measurements have been made at Mil- 
ledgeville, on the Oconee. The section is not suitable for a regu- 
lar station ; but the measurements are useful, as one of them was 
taken at minimum stage of water. The gauge-heights are given 
from a bench-mark. 

DISCHARGE MEASUREMENTS 



No. 


Date 


Measurement 
Made by 


Meter 
Number 


Gauge- 
height 
in Feet 


Area of 

Section 

in Square 

Feet 


Mean Ve- 
locity in 
Feet per 
Second 


Discharge 
in Cubic 
Feet per 
Second 


I 

2 


1895 
Oct. 19 

1896 
Sept. 3 


C. C. Babb . . 




1. 12 

0.70 


344 


1.750 
1.810 


1,108 
623 


Max Hall . . . 


II 



Measurement No. 2 may be safely taken, as the minimum dis- 
charge of Oconee River at this point, as all the streams were at 
their lowest, at the time it was made. The important water-powers 
of the Oconee water-shed are reached by the Seaboard Air Line and 
the Georgia Railroad. 
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OCMULGEE RIVER 



Macon Station, Macon, Georgia 

This station is at the Bibb County Highway bridge. It was estab- 
lished, as a station of this Survey, on October i8th, 1895, using the 
same rod, that the Weather Bureau had used, from 1893 ^^ that 
time. 

Mr. J. P. Mercer, who has been the Observer, from the. time, the 
Survey station was established, to the present time, has been com- 
pelled, for business reasons, to resign ; and Mr. W. T. Bass has been 
appointed in his stead; 

The drainage area above Macon is 2,425 square miles: * 

The following is a statement of work done : — 

DISCHARGE MEASUREMENTS 



No. 


Date 


Measurement 
Made by 


Meter 
Num- 
ber 


Gauge- 
heiflfht 

in 
Feet 


Area of 

Section in 

Square 

Feet 


Mean 

Velocity in 

Feet per 

Second. 


Discharge 
in Cubk: 
Feet per 
Second 


I 


1895 
Oct. 18 


C; C. Babb 


.. 


0.17 


... 




813 


2 

3 


Dec. 13 

1896 
Jan. 28 


4( « 

B. M. Hall 


62 
8 


1.59 
5.52 


1,045 
2,107 


1.460 
1630 


1,530 
3,436 


4 


June 12 


i< « 


8 


— O.IO 


539 


1.470 


791 


5 


" 30 


Max Hall 


8 


—0.82 


372 


I.I 90 


442 


6 


Aug. 6 


« « 


16 


2.97 


hS59 


1.230 


2,045 


7 


" 31 


*» « 


II 


—0.13 


837 


0.776 


651 


8 


Sept. 19 


B. M. Hall 


8 


—0.85 


625 


0.640 


404 


9 
10 


Oct. 16 

1897 
Mar. 15 


Max Hall 
B. M. Hall 


II 
91 


—061 

16.7s 


667 
5.862 


0.680 
4.356 


459 
25,535 


II 


May 4 


M 11 


91 


4.30 


1,612 


1.706 


2,750 


12 


" 5 


U « 


91 


3-50 


1,412 


1.623 


2.275 


13 


" 18 


Max Hall 


II 


2.10 


1,092 


1.458 


1.592 


14 


June II 


P. A. DaUis 


14 


2.85 


1,325 


1.590 


2,111 


15 


" 12 


*» u 


14 


1.85 


1.045 


I.415 


1.479 


16 


- 29 


B. M. Hall 


91 


0.90 


829 


I.213 


1.005 
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Macon Station — Continued 

DAILY gauge-height' 
J. p. Mercer, Observer 





1895 










October 


November 


December 




October 


November 


December 


I 


•. 




0.50 


0.50 


17 


• • 


0.57 


0.58 


2 






0.77 


0.50 


18 


• • 


0.55 


0.64 


3 






0.85 


0.55 


19 


• • 


0.50 


0.61 


4 






0.67 


0.62 


20 


. . 


0.50 


0.59 


5 






0.55 


0.54 


21 


• .• 


0.50 


2.02 


6 






0.45 


0.51 • 


22 


• . 


0.50 


3.10 


7 






0.36 


0.44 


23 


0.21 


0.50 


2.68 


8 






0.47 


0.40 


24 


0.21 


0.50 


1.70 


9 






0.55 


0.46 


25 


0.17 


0.49 


1.48 


10 






0.63 


0.45 


26 


0.19 


0.49 


I.OI 


II 






0.6s 


2.50 


27 


0.18 


0.47 


I.OO 


12 






0.60 


2.29 


28 


0.18 


0.43 


1.20 


13 






0.77 


1.51 


29 


0.17 


0.55 


1.30 


14 






0.94 


I. II 


30 


0.22 


0.54 


1.35 


15 






0.72 


I.OI 


31 


0.50 


. . 


4.46 


i6 






0.65 


0.72 











' In <eet. 
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DAILY GAUGE-HEIGHT — C^«AVi«^</ 
J. P. Mercer, Observer 



1896 




Jan. 


Feb. 


Mar. 


April 


May 


June 


July 


Aug. 


Sept 


Oct. 


Nov. 


Dec. 


I 


4.81 


3-00 


2.50 


3.10 


0.89 


0.08 


—0.90 


1.02 


O.II 


—0.82 


—0.14 


9.50 


^ 


4.50 


2.09 


2.20 


3.00 


0.75 


O.II 


— I.OO 


1.50 


0.12 


—0.86 


—0.08 


11.08 


3 


2.20 


3-20 


2.10 


4.60 


0.63 


0.56 


O.IO 


1.82 


O.II 


—0.88 


—0.02 


12.60 


4 


1.70 


300 


2.00 


4.40 


0.90 


0.85 


0.15 


2.22 


0.28 


—0.81 


10.00 


10.20 


5 


1.42 


2.09 


2.00 


'2.90 


2.12 


1.92 


2.00 


2.62 


0.19 


—0.75 


14.20 


8.00 


6 


1.08 


13.50 


1.90 


1.80 


2.73 


1.52 


4.00 


3.00 


0.19 


—0.79 


14.40 


6.15 


7 


0.96 


10.70 


4.00 


1.60 


1.97 


0.96 


5.30 


3-05 


0.19 


—0.78 


8.80 


452 


8 


1.72 


7.50 


6.00 


1. 10 


1.62 


0.73 


11.00 


2.78 


0.12 


—0.82 


5.40 


3-62 


9 


2.83 


13-10 


5.00 


1. 10 


0.86 


0.25 


19.70 


2.41 


0.08 


—0.82 


3.22 


3.00 


10 


2.77 


11.30 


4.00 


1.40 


0.61 


0.01 


19.40 


1.88 


0.04 


—0.82 


2.25 


2.42 


II 


2.10 


8.70 


5.00 


1.30 


0.43 


—0.05 


15.00 


1.48 


— O.OI 


—0.73 


1.50 


1.98 


12 


1.60 


7.00 


7.20 


1. 10 


0.30 


— 0.10 


10.20 


0.40 


— 0.01 


—0.65 


1.18 


1.58 


13 


1.50 


6.30 


6.50 


1.20 


0.19 


—0.17 


8.20 


0.20 


—0.31 


-0.75 


10.00 


1.26 


14 


1.20 


6.50 


6.20 


1.20 


0.1 1 


0.29 


7.10 


0.13 


-0.45 


-0.73 


8.10 


I.12 


15 


2.00 


5.00 


• 6.00 


1.13 


0.09 


0.32 


7.00 


0.25 


—0.80 


—0.65 


5.32 


11.70 


16 


2.50 


4.80 


6.00 


1. 12 


0.07 


0.20 


6.20 


1.08 


—0.68 


—0.77 


1.53 


6.00 


17 


7.20 


4.20 


5-50 


1.09 


0.05 


0.25 


16.00 


0.50 


—0.78 


—0.80 


1.14 


4.62 


18 


500 


3-40 


5-30 


1.05 


0.03 


0.25 


18.20 


0.60 


—0.80 


—0.83 


0.97 


3.94 


19 


4.50 


3.20 


5.00 


0.98 


— 0.05 


0.30 


13.00 


0.38 


—0.82 


—0.85 


0.85 


2.85 


20 


4.00 


3-00 


4.90 


0-94 


— O.IO 


0.40 


7-05 


0.20 


—0.91 


—0.88 


0.63 


2.38 


21 


390 


2.90 


4.70 


0.86 


— O.IO 


0.47 


3-8o 


O.II 


—0.90 


—0.89 


0.70 


2.00 


22 


3.70 


2.70 


4.50 


0.76 


—0.15 


0.56 


3.20 


0.08 


—0.82 


— 0.90 


0.62 


1.90 


23 


9.40 


2.60 


4.20 


0.71 


—0.05 


0.70 


3-00 


0.06 


—0.41 


—0.77 


0.58 


1.76 


24 


13-80 


2.50 


5-00 


0.63 


0.56 


0.50 


2.90 


0.05 


—0.48 


— 0.40 


0.58 


1.38 


25 


12.00 


2.48 


5.00 


0.63 


0.50 


0.70 


2.85 


0.00 


— 0.61 


—0.52 


0.51 


1.18 


26 


9-30 


2.40 


4.80 


1.02 


0.78 


—0.20 


2.60 


0.03 


—0.72 


—0.25 


0.51 


I. II 


27 


7.00 


2.30 


4.70 


2.90 


0.52 


—0.35 


2.40 


0.04 


—0.78 


—0.08 


0.50 


0.96 


28 


5.80 


3.30 


4.60 


2.32 


0.34 


—0.35 


2.10 


0.07 


—0.83 


— 0.20 


0.47 


0.90 


29 


5.30 


2.80 


4-40 


1.36 


0.17 


-0.75 


1.92 


0.07 


—0.71 


—0.32 


0.44 


0.83 


30 


4.80 


. . 


4.20 


1.02 


0.12 


—0.85 


1.60 


0.09 


—0.80 


—0.23 


0.32 


0.78 


31 


3-20 


. - 


4.10 


. • 


0.12 


. . . 


1. 41 


0.12 


• • • 


—0.19 


. . . 


0.70 



I In feet. 
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DAILY GAUGE-HEIGHT— r«fAVi«^</ 
J. P. Mercer, Observer 



1897 




Jan. 


Feb. 


Mar. 


Apr. 


May 


June 




Jan. 


Feb. 


Mar. 


Apr. 


May 


June 


I 


0.68 


2.00 


4.00 


5.57 


1.95 


1.22 


17 


0.44 


5.12 


9.45 


3.70 


2.50 


1.52 


2 


0.63 


5.00 


3-70 


9.75 


1.90 


1. 18 


18 


1. 15 


2.00 


S.25 


3.50 


2.22 


1.45 


3 


0.60 


8.00 


3.20 


10.05 


1.87 


3.15 


19 


1.50 


2.75 


8.20 


3.20 


2.09 


1.37 


4 


0.58 


6.00 


2.00 


10.00 


2.15 


3-20 


20 


2.10 


2.62 


9-57 


3.00 


1.84 


3.25 


5 


0.56 


6.00 


4.00 


15.12 


2.23 


3.12 


21 


1.25 


2.65 


10.00 


2.90 


1.81 


3.12 


6 


0.54 


8.00 


3.00 


15.15 


2.47 


3.10 


22 


7.00 


2.71 


9.00 


2.80 


1.78 


2.80 


7 


0.52 


6.50 


11.60 


12.60 


3.00 


3.00 


23 


5.50 


2.00 


15.50 


2.70 


I.71 


2.62 


8 


0.50 


S.oo 


12.70 


10.48 


3.00 


2.54 


24 


3.00 


1.96 


14.00 


2.60 


1.68 


2.70 


9 


0.49 


4.75 


7.50 


10.00 


2.91 


2.32 


25 


2.25 


6.00 


10.60 


2.40 


1.60 


3.00 


10 


0.49 


4.55 


5.00 


10.80 


2.72 


2.26 


26 


2.00 


10.50 


8.30 


2.30 


1.56 


3." 


II 


0.51 


5.00 


4.80 


7.80 


2.57 


2.18 


27 


3.00 


7.02 


7.10 


2.22 


1.53 


2.50 


12 


0.49 


13.50 


6.00 


6.40 


2.45 


2.08 


28 


3.12 


5.00 


6.20 


2.16 


1.50 


1. 00 


13 


0.48 


12.75 


17.30 


5.00 


3.05 


2.04 


29 


1.50 


• . 


5.57 


2.08 


1.47 


0.90 


M 


0.53 


7.00 


18.00 


4.70 


3.15 


2.01 


30 


1.25 


• . 


5>2I 


2.00 


1.36 


1.50 


15 


0.46 


5.00 


17.70 


4.00 


3.28 


1.89 


31 


1.20 


. . 


5.20 


. . 


1.28 


. . 


16 


0.44 


5.00 


13.00 


4.00 


3.00 


1.73 

















In feet. 
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Macon Station — Co?iHnued 



RATINGTABLE 
Drainage Area, 2^2S Square Miles 



Gauee- 

heignt 

in 

Feet 



Discharge 

in Cubic 

Feet per 

Second 



Gaure- 

height 

in 

Feet 



Discharge 
in Cubic 
Feet per 
Second 



Gauge- 
heiffht 

in 
Feet 



Diteharge 
in Cubic 
Feet per 
Second 



Gauge- 
height 

in 
Feet 



Discharge 
in Cubic 
Feet per 
Second 



Gauge- 
height 

in 
Feet 



Discharge 
in Cubic 
Feet per 
Second 



, , 


• • • 


■0.85 


404 


-0.80 


426 


-0.70 


469 


■0.60 


512 


0.50 


555 


-0.40 


598 


■0.30 


641 


■0.20 


684 


-o.xo 


727 


0.00 


770 


O.IO 


813 


0.20 


855 


0.30 


898 


0.40 


941 


0.50 


984 


0.60 


1,027 


0.70 


1,070 


0.80 


1.113 


0.90 


1,156 



I.OO 
1. 10 
1.20 
1.30 
1.40 
1.50 
1.60 
1.70 
1.80 
1.90 
2.00 
2.10 
2.20 
2.30 
2.40 
2.50 
2.60 
2.70 
2.80 
2.90 



1,200 
1,242 
1,285 
1.328 

1,371 
1,414 

1,457 
1,500 

1,543 
1.586 
1,629 
1,672 
1.715 
1.758 
1,801 
1,844 
1,887 
1,920 

1.963 
2,006 



3.00 
3.X0 
3.20 
3.30 
3.40 
3.50 
3.60 
3.70 
3.80 
3.90 
4.00 
4.10 
4.20 
4.30 
4.40 
4.50 
4.60 
4.70 
4.80 
4.90 



2,050 


5.00 


3.090 


2,100 


5.10 


3,130 


2,150 


5.20 


3,210 


2.195 


5.30 


3,275 


2,240 


5.40 


3.340 


2,285 


5.50 


3,400 


2.330 


5.60 


3.460 


2,375 


5.70 


3.530 


2,420 


5.80 


3,600 


2,470 


5.90 


3,675 


2,520 


6.00 


3,750 


2.575 


6.10 


3,825 


2,630 


6.20 


3,900 


2.685 


6.30 


3,985 


2,740 


6.40 


4.070 


2,800 


6.50 


4.155 


2,860 


6.60 


4.240 


2,915 


6.70 


4.335 


2,970 


6.80 


4.430 


3.030 


6.90 


4.515 



7.00 
8.00 
9.00 
10.00 
11.00 
12.00 
13.00 
14.00 
15.00 
16.00 

16.75 
17.00 
18.00 
19.00 
19.70 
20.00 



4,600 
5,750 
7,250 
8,625 
10,300 

11,975 
14,000 
16,750 
19.750 
23,000 

25,535 
26,200 

29.375 
32.750 
35.150 
36,200 
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APPENDIX 



YELLOW RIVER 



Almon, Newton County, Georgia 

Macon is the only regular station, on the Ocmulgee water-shed; 
but the following discharge measurements have been made on Yel- 
low River, at Almon, Newton County, at the wagon bridge, just 
below the Georgia Railroad bridge. A rod has been set there, for 
the comparison of different measurements. 

discharge measurements 



No. 

I 
2 

3 


Date 


Measurement 
Made by 


Meter 
Number 


Gauge- 
height 

in 
Feet 


Area of 

Section 

in Square 

Feet 


Mean Ve- 
locity in 
Feet per 
Second 


Discharge 
in Cubic 
Feet per 
Second 


1896 
Sept. 19 

1897 
Mar. 27 

1897 
June 21 


Max Hall 
B. M. Hall 
Max Hall 


II 
91 


0.75 
3.91 
2.50 


38 
469 
305 


1.63 
J.86 
0.94 


62.4 
876.0 
287.0 



Measurement No. i was made, at the time of lowest water ; but, 
as there are mill-ponds above, it, probably, does not represent the 
full volume of the river. The numerous water-powers of the Oc- 
mulgee water-shed are reached by the Southern Railway System 
and the Georgia Railroad. 
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APALACHICOLA BASIN 



FLINT RIVER 



MoLENA Station, Molena, Georgia 

This station, which is at the bridge of the Georgia Midland Di- 
vision of the Southern Railway, on the line of Pike and Meriwether 
counties, was established May 2 1st, 1897. 

• The gauge-observer, Mr. J. A. Moore, began his duties June 7th; 
but the list of gauge-heights is, thus far, too short to publish. 

DISCHARGE MEASUREMENTS 



No 


Date 


Measurement 
Made by 


Meter 

Number 


Gauffe- 
heiffht 

in 
Feet 


Area of 

Section 

in Square 

Feet 


Mean Ve- 
locity in 
Feet per 
Second 


Discharge 
in Cubic 
Feet per 
Second 


z 
2 
3 


1897 
May 21 

June 7 

'* 23 


B. M. Hall 
Max Hall 
B. M. Hall 


91 
91 
91 


1.75 
1.70 


791 
869 
837 


0.810 
0.815 
0.832 


641 
707 
697 



On June 23rd, 1897, a discharge measurement was, also, made on 
Red Oak creek, at its mouth, which creek is a large tributary, 
entering Flint river, about three miles above Molena Station. Its 
discharge was found to be 10 1 cubic feet per second, while that of 
Flint river, at Molena Station, was 697 cubic feet per second. 
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Reynolds, Georgia 

The only other discharge measurement, made on the Flint river, 
was at Reynolds, where the Central Railroad crosses; and it is as 
follows : — 

DISCHARGE MEASUREMENT 



No. 


Date 


Measurement 
Made by 


Meter 

Number 


Gauge- 
height 

in 
Feet 


Area of 

Section 

in Square 

Feet 


Mean Ve- 
locity in 
Feet per 
Second 


Discharge 
in Cubic 
Feet per 
Second 


I 


1897 
June II 


B. M. Hall 


14 


0.95^ 


It332 


1.36 


1,810 



On Weather Bureau rod. 
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CHATTAHOOCHEE RIVER 



Oakdale Station, Fulton County, Georgia 

Oakdale Station, at the bridge of the Georgia Pacific Division of 
the Southern Railway, in Fulton county, was established October 
15th, 1895, with Mr. J. H. Lowry, as gauge-observer. The drain- 
age area above Oakdale Station is 1,560 square miles. The follow- 
ing is a statement of work done at this station : — 

DISCHARGE MEASUREMENTS 



No. 


Date 


Measurement 
Made by 


Meter 

Num- 
ber 


Gauee- 
height 

in 
Feet 


Area of 

Section in 

^uare 

Feet 


Mean 

Velocity in 

Feet per 

Second 


Discharge 

in Cubic 

Feet per 

Second 


I 
2 

3 
4 
5 
6 

7 
8 

9 
10 
II 
12 
13 
14 
15 
16 

17 
18 
19 


1895 
Oct. 15 

Dec. 14 

1896 
Jan. 14 

June 15 
" 20 
" 22 
" 23 
" 24 

July 9 
" 10 
" 13 
" 15 
" 17 
" 24 

Aug. 29 

Sept. 9 

Oct. 17 

1897 
Apr. 24 

" 27 


C. C. Babb 
« (« 

• B. M. Hall 
« « 

<l CI 

Max Hall 
11 (« 

B. M. Hall 

Max Hall 
i< «( 

<« <i 

11 i< 

«l u 

11 « 
11 <« 

M « 
(« « 


. . . 

62 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 
II 
II ' 

8 

91 
16 


0.40 
0.69 

0.70 
0.00 

0.33 
I.OI 

0.55 

0.28 

18.05 

12.80 

3-01 

1.88 

4.61 

2.22 

—0.18 

—1-55 
—0.50 

2.90 
2.70 






1,096 
1,380 

1,361 

985 

1,153 

1,530 

1.250 

1,126 

24.100 

16,200 

2.957 

2,066 

4,640 

2,470 

958 

744 

775 

3,065 
2,703 






888 
704 
792 


1.530 
1.400 
1.450 


841 
729 


1.480 
1.540 






1,161 
961 

',471 
1,028 

517 
422 
420 

1,244 
1,164 


2.550 
2.150 
3-150 
2.400 
1.880 
1.760 
1.840 

2.520 
2.320 
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DISCHARGE MEASUREMENTS — ConHnued 



No. 


Date 


20 


1897 
May 22. 


21 


" 25. 


22 


" 31. 


23 


" 31. 


24 


June 9. 


25 


" 16. 


26 


" 28. 



Measurement 
Made by 



B. M. Hall 
<( <« 

Max Hall 

B. M. Hall 
P. A. Dallis 
Max Hall 



Meter 
Number 



91 
14 
91 
14 
91 
14 
70 



Gauge- 
height 

in 
Feet 


Area of 

Section 

in Square 

Feet 


Mean Ve- 
locity in 
Feet per 
Second 


1.65 


873 


2.350 


1.50 


911 


2.200 


1.35 


844 


2.373 


1.35 


844 


2.283 


1.44 


889 


2.240 


0.94 


831 


1.833 


0.57 


676 


1. 93 1 



Discharge 

in Cubic 

Feet per 

Second 



2,055 
2,014 
2,003 
1,927 
1,991 
1,523 
1,306 



DAILY GAUGE-HEIGHT 
J. H. LOWRY, Observer 



1895 




October 


November 


December 




October 


November 


December 


1 




0.75 


0.50 


17 


0.35 


0.55 


0.55 


2 






1.70 


0.50 


18 


0.30 


0.60 


0.50 


3 






1. 00 


0.55 


19 


0.25 


0.50 


0.40 


4 






0.60 


0.60 


20 


0.30 


0.55 


0.50 


5 






0.50 


0.60 


21 


0.20 


0.50 


0.65 


6 






0.55 


0.50 


22 


0.25 


0.50 


1. 00 


7 






0.45 


0.45 


23 


0.20 


0.50 


2.00 


8 






0.40 


0.40 


24 


0.30 


0.50 


1.20 


9 






0.60 


0.40 


25 


0.25 


0.50 


1. 00 


10 






0.80 


0.60 


26 


0.20 


0.55 


0.55 


II 






1. 00 


1.30 


27 


0.25. 


0.55 


0.80 


12 






1.35 


1. 10 


28 


0.25 


0.70 


0.75 


13 






1.00 


1. 00 


29 


0.30 


0.75 


0.70 


M 






0.75 


0.65 


30 


0.50 


0.45 


2.00 


15 


0.40 


0.60 


0.60 


31 


0.50 


• • 


2.95 


16 


0.40 


0.60 


0.55 











'In feet. 



Digitized by 



Google 



APPENDIX 



127 



DAILY GAUGE-HEIGHT — Ctf«/f««<r</* 
J. H. LOWRY, Observer 



1896 1 




Jan. 


Feb. 


Mar. 


April 


May 


June 


July 


Aug. 


Sept. 


Oct. 


Nov. 


Dec. 


I 


3.20 


1.70 


1.40 


1.40 


0.75 


0.25 


—0.35 


0.45 


—0.40 


0.20 


0.50 


0.50 


2 


2.00 


1.50 


1.35 


1.70 


0.75 


1.40 


—0.40 


0.50 


—0.60 


O.IO 


0.50 


I.IO 


3 


1. 00 


1-75 


1.40 


2.75 


0.75 


1.45 


—0.45 


1.40 


— 0.60 


0.05 


0.65 


1.30 


4 


1.20 


2.10 


1.45 


1.85 


0.70 


2.10 


0.15 


1.70 


—0.60 


—0.20 


1. 00 


3.20 


5 


1. 10 


2.20 


1.40 


1-35 


0.65 


1.60 


0.20 


0.75 


—0.60 


—0.30 


1.60 


2,30 


6 


1. 00 


2.80 


1-35 


1.30 


3.15 


1.15 


—0.15 


0.40 


—0.60 


—0.35 


1.40 


1.30 


7 


0^0 


3-70 


1.95 


1. 10 


1.70 


0.60 


2.00 


0.20 


— 0.60 


— 0.40 


1.20 


1.15 


8 


0.95 


4.30 


1.75 


I.I5 


1.20 


0.40 


12.25 


0.15 


-0.55 


—0.50 


1.10 


1. 00 


9 


1.20 


5.80 


1-55 


1.05 


0.90 


0.70 


17.70 


0.15 


—0.55 


—0.50 


1. 00 


1. 00 


10 


1.25 


6.55 


1.50 


1.05 


0.75 


0.70 


18.45 


O.IO 


— 0.50 


-0.50 


1.05 


I.OO 


XI 


1. 00 


4-30 


175 


1.05 


0.65 


0.65 


4.75 


0.05 


— 0.50 


—0.60 


1.05 


0.90 


12 


0.85 


3-30 


1.85 


z.oo 


0.60 


0.50 


3.25 


0.05 


—0.55 


—0.60 


1.20 


0.70 


13 


0.80 


2.80 


1-55 


1.00 


0.50 


0.30 


3.10 


0.30 


—0.60 


-0.55 


3.80 


.60 


M 


0.75 


2.95 


1-35 


0.90 


0.50 


0.20 


390 


0.25 


—0.60 


-0.55 


4.60 


.65 


15 


0.70 


4.10 


X.20 


0.90 


0.40 


— 0.05 


1-95 


0.05 


—0.60 


—0.55 


2.60 


..70 


16 


0.85 


2.90 


1.25 


0.90 


0.30 


0.05 


3.00 


O.IO 


—0.65 


—0.55 


1.50 


.65 


17 


2.40 


2.55 


1. 10 


0.85 


0.30 


—0.05 


4.40 


O.IO 


—0.65 


-0.55 


1.00 


.65 


18 


2.35 


2.20 


1.35 


0.85 


0.25 


O.IO 


2.70 


O.IO 


—6.65 


-0.55 


0.80 


.65 


19 


2.10 


2.10 


1.70 


0.85 


0.25 


0.15 


'.75 


—O.IO 


—0.65 


—0.55 


0.60 


.65 


20 


1.50 


1.80 


1.65 


0.85 


0.20 


0.55 


1.90 


-0.25 


—0.65 


—0.55 


0.50 


.65 


21 


1.25 


1.60 


1.45 


0.75 


0.15 


1.60 


1.65 


—0.30 


—0.50 


—0.55 


0.40 


.60 


22 


1.80 


1.45 


1.35 


0-75 


0.20 


0.45 


1.90 


—0.30 


—0.15 


—0.50 


0.40 


•55 


23 


6.30 


1.55 


X.40 


0.65 


0.20 


0.50 


2.45 


—0.30 


0.40 


—0.35 


0.30 


•50 


34 


9.80 


1.60 


1.45 


0.70 


1. 10 


0.30 


2.40 


—0.30 


0.60 


—0.05 


0.25 


.50 


25 


9-95 


1.50 


1.40 


0.65 


1.55 


0.20 


1.50 


1. 00 


—O.IO 


0.05 


0.20 


.45 


26 


5.10 


1.40 


1-35 


0.65 


0.65 


—O.IO 


130 


—O.IO 


—0.40 


O.IO 


0.20 


•45 


27 


3.55 


1-35 


1.25 


1.40 


0.85 


0.45 


0.90 


—0.30 


—0.40 


0.15 


0.20 


.40 


28 


2.65 


1.30 


1.20 


1.70 


0.65 


—O.IO 


080 


—0.30 


0.20 


0.25 


0.20 


.35 


29 


2.30 


1.55 


1-25 


1.15 


0.95 


—0.20 


0.80 


—0.30 


0.45 


0.90 


0.20 


.35 


30 


2.10 




1.20 


0.85 


0.40 


—0.25 


0.50 


—0.35 


0.30 


0.65 


0.20 


.30 


31 


i,8o 




1.20 


. . . 


0.35 


. . . 


. . . 


—0.40 


. . . 


0.50 


. . . 


.25 



' In Feet. 
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DAILY GAUGE-HEIGHT — Continued 
J. H. LOWRY, Observer 



1897 


I 


Jan. 


Feb. 


Mar. 


Apr. 


May 


June 




Jan. 


Feb. 


Mar. 


Apr. 


May 


June 


0.20 


3.10 


2.00 


2.80 


4.10 


1. 00 


17 


2.40 


2.40 


5.45 


3.50 


1.70 


0.55 


2 


0.20 


4.50 


1.80 


4.10 


3.20 


1.00 


18 


4.00 


2.10 


6.10 


2.20 


1.50 


I.OO 


3 


0.20 


4.90 


1.80 


5.00 


2.80 


1.15 


19 


4.60 


1.90 


5.80 


3.05 


1.45 


1.05 


4 


0.30 


3-25 


2.00 


7.00 


2.50 


1.35 


20 


S.50 


2.50 


5.55 


3-00 


1-35 


0.55 


5 


0.40 


3.70 


1.90 


12.80 


2.40 


1.15 


21 


7.50 


2.50 


5-00 


2.80 


1.35 


1-35 


6 


0.40 


4.10 


9.00 


17.00 


2.25 


1.05 


22 


6.85 


2.90 


4.30 


2.75 


1.40 


0.75 


7 


0.35 


5.50 


9.20 


8.00 


2.15 


1.00 


23 


390 


5.10 


4.50 


2.70 


1.40 


0.55 


8 


0.35 


5.00 


5.50 


5.40 


2.05 


0.85 


24 


3.20 


4.50 


4.00 


2.70 


1-35 


0.45 


9 


0.3a 


3.10 


4.45 


6.00 


2.00 


1. 10 


25 


2.00 


3.60 


3-90 


2.65 


1.30 


0.90 


10 


0.30 


2.40 


4.05 


5.00 


1.95 


1. 00 


26 


1.65 


2.90 


3-35 


2.60 


1.20 


0.55 


II 


0.20 


3-40 


3-6o 


4.60 


1.90 


I.OO 


27 


0.45 


2.40 


3.10 


2.40 


1. 10 


0.45 


12 


2.20 


4.00 


6.40 


4.10 


1.90 


0.85 


28 


1. 10 


2.05 


3.00 


2.10 


1.05 


0.30 


13 


0.40 


5.30 


12.60 


4.00 


1.8s 


0.75 


29 


125 


• . 


2.75 


2.00 


1.00 


I.OO 


M 


3.00 


4.00 


10.00 


4.55 


1.90 


0.6s 


30 


1.50 


• . 


2.70 


2.20 


1.05 


0.75 


15 


•3.70 


2.60 


8.40 


4.05 


2.35 


0.55 


31 


2.00 


. . 


2.15 


. . 


1. 10 


. . 


16 


2.80 


2.60 


6.80 


4.00 


1.85 


0.50 
















I 


In inch 


es. 
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RATING-TABLE 
Drainage Area^ i^(>o Square Miles 



Gauge- 
height 

>^ 
feet 


Discharge 
in Cubic 
Feet per 
Second 


Gauge- 
height 

in 
Feet 


Discharoe 

in Cubic 
Feet per 
Second 


Gauge- 
height 

in 
Feet 


Discharge 
in Cubic 
Feet per 
Second 


Gauge- 
height 

in 
Feet 


Discharge 
in Cubic 

Feet per 
Second 


. . 


. . 


1. 00 


1,528 


3.00 


2,956 


5.00 


5,170 


. . 


. . 


1. 10 


1,586 


3-10 


3,044 










• . 


• • 


1.20 


1,646 


3.20 


3,133 










• .. 


. . 


1.30 


1,707 


3.30 


3,223 










— 0.55 


744 


1.40 


1,769 


3.40 


3.315 










— 0.50 


775 


1.50 


1,832 


3-50 


3,410 










— 0.40 


821 


1.60 


1,896 


3.60 


3,508 










— 0.30 


856 


1.70 


1,961 


3.70 


3,608 










— 0.20 


895 


1.80 


2,027 


3.80 


3,711 










— O.IO 


938 


1.90 


2,085 


3.90 


3,8»7 










0.00 


985 


2.00 


2.155 


4.00 


3,928 










O.IO 


1.035 


2.10 


2,227 


4.10 


4,040 










0.20 


1,086 


2.20 


2.301 


4.20 


4,154 










0.30 


1,138 


2.30 


2,377 


4.30 


4,271 










0.40 


1,191 


2.40 


2,455 


4.40 


4,391 










0.50 


1,245 


2.50 


2,535 


4.50 


4,514 










0.60 


1,300 


2.60 


2,616 


4.60 


4,640 










0.70 


1,356 


2.70 


2,698 


4.70 


4,768 










0.80 


1,412 


2.80 


2,782 


4.80 


4,899 










0.90 


1,469 


2.90 


2,868 


4.90 


5,033 











The minimum discharge, per square mile of drainage area, is 0.48 
cubic feet per second. 



Digitized by 



Google 



130 



APPENDIX 



West Point Station, West Point, Georgia 

The station at West Point was established July 30th, 1896, at the 
iron highway bridge, though one measurement was made by Mr. 
C. C. Babb, of the U. S. Geological Survey, in October, 1895. Mr. 
C. E. Melton was appointed gauge-observer. The drainage area 
above this point is 3,300 square miles. The following statement 
shows the work done at this station : — 

DISCHARGE MEASUREMENTS 



No. 


Date 


Measurement 
Made by 


Meter 
Number 


Gauge- 
height 

in 
Feet 


Area of 

Section 

in Square 

Feet 


Mean 

Velocity in 

Feet per 

Second 


Discharige 
in Cubic 
Feet per 
Second 


I 
2 


1895 
Oct. 22 

1896 
July 30 


C. C. Babb 
Max Hall 


76 
16 


1.76 
2.45 


2.892 
3,249 


0.510 
0.748 


1,404 
2.430 


3 


Aug. 14 


C< l« 


16 


1.72 


3.077 


0.515 


1,594 


4 


Sept. 5 


« *< 


II 


1.20 


. . 


0.352 


1,050 


5 


" 25 


B. M. Hall 


8 


I.15 


2,792 


0.370 


1,030 


6 
7 


Oct. 28 

1897 
Jan. 23 


Max Hall 
B. M. Hall 


II 
II 


I.7S 
6.66 


2,883 
4.597 


0.570 
2.593 


1.642 
1,192 


8 


Apr. 26 


Max Hall 


91 


3.70 


3,855 


I.413 


5,448 


9 


May 4 


M <C 


11 


4.13 


4.082 


1.526 


6,230 


10 


" 19 


<i <( 


91 


3.00 


3.556 


i.ooo 


3,557 


II 


Junes 


C( M 


14 


2.90 


3.552 


0.915 


3,253 


•12 


" 29 


«l «< 


91 


2.59 


3.407 


0.861 


2,934 



Digitized by 



Google 



APPENDIX 



131 



DAILY GAUGE-HEIGHT 
C. E. Melton, Cbserver 



1896 1 




Aug. 


Sept. 


Oct, 


Nov. 


Dec. . 




Aug. 


Sept« 


Oct. 


Nov. 


Dec. 


I 


2.70 


1.30 


4.10 


1.70 


4.20 


17 


1.60 


0.85 


1. 10 


3.00 


3.00 


2 


3.90 


X.20 


4.00 


2.00 


4.00 


18 


1.55 


0.80 


1. 10 


2.60 


3.00 


3 


4.50 


1. 10 


3.00 


2.25 


3.75 


19 


1.50 


0.80 


1. 10 


2.55 


2.90 


4 


6.00 


I. OS 


2.60 


8.00 


3.60 


20 


1.45 


0.80 


X.IO 


2.40 


2.80 


5 


5.50 


1. 00 


2.40 


9.20 


3.40 


21 


1.40 


0.80 


I.I5 


2.25 


2.70 


6 


5.00 


1. 00 


2.00 


7.60 


3.20 


22 


1.40 


3.30 


1. 10 


2.25 


2.60 


7 


3.65 


x.oo 


1.90 


5.50 


3.10 


23 


1.30 


3.00 


1.50 


2.20 


2.40 


8 


3.20 


X.05 


1.50 


4.30 


3.10 


24 


1.20 


2.50 


1.75 


2.20 


2.20 


9 


2.75 


1. 10 


1.30 


3.45 


3-oS 


25 


3.00 


2.00 


1.75 


2.90 


2.15 


10 


2.60 


1.05 


1.25 


2.80 


3.00 


26 


2.00 


1.70 


1.70 


1.90 


2.10 


II 


2.20 


0.95 


1.25 


2.00 


2.90 


27 


1.80 


1.60 


1.65 


1.80 


2.10 


12 


2.00 


0.85 


1.20 


2.15 


2.80 


28 


1.75 


1.40 


1.60 


2.00 


2.05 


13 


1.85 


0.8s 


1.15 


6.30 


2.6S 


29 


1.60 


3.60 


1.50 


4.00 


2.00 


M 


1.70 


0.90 


I.I5 


5.00 


2.50 


30 


1.50 


4.20 


1.50 


4.30 


I.9S 


15 


1.60 


0.90 


1.15 


4.50 


3.00 


31 


1.40 


• • 


1.45 


' . . 


1.90 


16 


1.60 


0.85 


1.15 


3.30 


3.10 















' In feet. 
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DAILY GAUGE-HEIGHT — C<mHnued 
C. E. Melton, Observer 



1897 




Jan. 


Feb. 


Mar. 


April 


May j Jane 




Jan. 


Feb. 


Mar. 


April May June 


I 


1.90 


3.15 


3.65 


4.00 


390 2.65 


17 


4.05 


4.60 


10.90 


5.30 


3.10 


2.50 


2 
1 


1.90 


4.40 


3.60 


4.00 


4-00 2.70; 


18 


3-35 


4.50 


10.00 


5.00 


3.00 


2.90' 


; 3 


1.90 


7.00 


3.50 


3-95 


3.80 2.80' 


19 


3.30 


4.50 


900 


4.50 


3.00J 2.70 


4 


1.95 


7-40 


3-50 


440 


3.75 2.8s; 


20 


5.40 


4.35 


8.50 


4.20 


2.90 2 60 


5 


2.00 


7.10 


3.60 


8.50 


3.65 


2.90' 


21 


8.20 


4.35 


830 


4.20 


2.851 2.55 


6 


2.00 


6.00 


4.10 


10.20 


3.60 


2.95! 


22 


7.30 


4-40 


8.10 


4.10 


2.80 2.55, 


7 


2.00 


6.00 


10.97 


11.00 


3.60 


2.80 


23 


6,50 


4.85 


8.00 


4.00 


2.75 


2.50^ 


8 


1.95 


5^0 


930 


XO.50 


3.60 2.7o| 


24 


4.80 


4.60 


8.50 


3-80 


2.70' 2.50I 


9 


1.95 


5.00 


7.10 


8.00 


3-55 


2.60 


25 


3-70 


4.50 


7.60 


3.85 


2.70, 2.50 


10 


1.90 


4.70 


S.50 


7.10 


3.50 


2.60, 


26 


3.50 


4.00 


5.00 


3-70 


2.70; r.^wl 


II 


1.90 


4.90 


5.30 


6.50 


3.50 2.65 


27 


3-20 


3-90 


4-95 


3.65 


2.70 2.30 


12 


1-95 


7.12 


6.20 


6.30 


3-551 2.65 


28 


3.00 


3.80 


4.70 


3.60 


2.65 2.15 


13 


1.95 


6.50 


10.70 


6.00 


3.75 2.60 


29 


300 


• . 


4.50 


3.60 


2.65' 2.00 


M 


2.10 


6.10 


14.10 


5.80 


3.60; 2.50 


30 


2.95 


. . 


4.30 


380 


2.65} 1.90, 


IS 


2.20 


4.70 


12.90 


5.70 


3.40' 2-45 


31 


3.20 


. • 


400 


• . 


2.65J . . " 


16 


4.00 


4,65 


11.00 


5.50 


3.20! 2.40 












— — i 



In feet. 
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RATING-TABLE 
Drainage Area, 3*300 Square Miles 



Gauee- 
height 

in 
Feet 


Discharge 
in Cubic 
Feet per 
Second 


Gauffe- 
height 

in 
Feet 


Discharge 
in Cubic 
Feet per 
Second 


Gauge- 
height 

in 
Feet 


Discharge 
in Cubic 
Feet per 
SecoSd 


Gauge- 
height 

in 
Feet 


Discharge 
in Cubic 
Feet per 
Second 


. , 


. , 


2.00 


1,890 


4.00 


5,830 


6.00 


10,550 


. 










2.10 


2,010 


4.10 


6,066 


6.10 


10,786 


V 










2.20 


2,140 


4.20 


6.302 


6.20 


11,022 


• 










2.30 


2,280 


4.30 


6,538 


6.30 


11,258 


. 










2.40 


2,425 


4.40 


6,774 


6.40 


11,494 












2.50 


2,585 


4.50 


7.010 


6.50 


11,730 


. 










2.60 


2,760 


4.60 


7.246 


6.60 


11,966 


• . 










2.70 


2,940 


4.70 


7,482 


6.70 


12,202 


. 










2.80 


3.125 


4.80 


7.718 


6.80 


12,438 












2.90 


3,310 


4.90 


7.954 


6.90 


12,674 












3.00 


3.505 


5.00 


8,190 


7.00 


12,910 


. 










3.10 


3.725 


5.10 


8,426 


7.10 


13,146 


1.20 


I 


,060 


3.20 


3,950 


5.20 


8.762 


7.20 


13,382 


1.30 


I 


rI50 


3.30 


4,180 


5.30 


8,998 


7.30 


13.618 


1.40 


I 


.250 


3.40 


4,4M 


5.40 


9,234 


7.40 


13,854 


1.50 


I 


►350 


3.50 


4,650 


5.50 


9,470 


7.50 


14,090 


1.60 


I 


.455 


3.60 


4,886 


5.60 


9,706 


7.60 


14.326 


1.70 


I 


,560 


3.70 


5,122 


5.70 


9,942 


7.70 


14.562 


1.80 


I 


,665 


3.80 


5.358 


5.80 


10,178 


7.80 


14,798 


1.90 


I 


.775 


3.90 


5,594 


5.90 


10,314 


7.90 


15.034 
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Shallow Ford, near Gainesville, Hall County, Georgia 

Two measurements have been made at Shallow Ford, on the 
Chattahoochee river, four miles from Gainesville, as follows : — 

DISCHARGE MEASUREMENTS 



No. 


Date 


Measurement 
Made by 


Meter 

Num- 
ber 


Gauge- 
height 
in 
Feet 


Area of 

Section in 

Square 

Feet 


Mean 

Velocity in 

Feet per 

Second 


Discharge 
in Cubic 
Feet per 
Second 


I 
2 


1896 
Mar. 26 

Sept. 2 


B. M. Hall 


8 
8 


1.20 
0.40 


362 
182 


2.016 
1.950 


730 
356 



On the tributaries of the Chattahoochee river, the following dis- 
charge measurements have been made : — 



CHESTATEE RIVER 



Leathers' Ford, Georgia 
discharge measurement 



No. 


Date 


Measurement 
Made by 


Meter 
Num- 
ber 


Gauge* 
height 

in 
Feet 


Area of 

Section in 

Square 

Feet 


Mean 
Velocity in 


Discharge 
in Cubic 
Feet per 
Second 


I 


1896 
Sept. 2 


B. M. Hall 


8 


0.80 


102 


1.372 


140 
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PEACHTREE CREEK 



Peachtree Road Bridge, near Atlanta, Georgia 

DISCHARGE MEASUREMENTS 



No. 


Date 


Measurement 
Made by 


Meter 

Num- 

ber 


Gauge- 
height 

in 
Feet 


Area of 

Section in 

Square 

Feet 


Mean 

Velocity in 

Feet per 

SecoSd 


Discharge 
in Cubic 
Feet per 
Second 


I 

2 


1897 
May 24 

June 30 


B. M. Hall 


91 
14 


0.20 
0.00 


35.9 
35.S 


1.560 
I.135 


56 
40 



SWEETWATER CREEK 



Strickland Bridge, near Austell, Georgia 

DISCHARGE MEASUREMENTS 



No. 


Date 


Measurement 
Made by 


Meter 
Num- 
ber 


Gauge- 
height 
in 
Feet 


Area of 

Section 

in Square 

Fiet 


Mean 

Velocity in 

Feet per 

Second 


Discharge 
in Cubic 
Feet per 
Second. 


1 
2 


1896 
Sept. 4 

1897 
June 12 


B. M. Hall 
if i« 


8 
91 




120 
138 


0.450 
0.666 


54.5 
92.0 



The Southern Railway System, the Western & Atlantic Railroad, 
the Atlanta & West Point Railroad and the Western Railway of 
Alabama give easy access to the many fine water-powers of the 
Apalachicola Basin. The Central Railroad, the Macon & Birming- 
iiarn Railroad and the Chattanooga, Rome & Columbus Railroad, 
also, come near a few of these water-powers. 
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MOBILE BASIN 



ETOWAH RIVER 



Canton Station, Canton, Georgia 

The station at Canton, Cherokee county, was established, as a 
Geological Survey Station, September 9th, 1896, using the Weather 
Bureau gauge-rod. It is located at the Cherok'ee County iron high- 
way bridge, near the railroad depot, in Canton, with Mr. James A. 
Low, as gauge-observer. The drainage area above this point, is 
573 square miles. There is a long record of gauge-heights, for 
previous years, in the Weather Bureau office. The following is a 
statement of work done by this Survey: — 

DISCHARGE MEASUREMENTS 



No. 


Date 


Measurement 
Made by 


Meter 

Num- 
ber 


Gauffe- 
height 

in 
Feet 


Area of 

Section in 

Square 

Feet 


Mean 

Velocity in 

Feet per 

Second 


Discharge 
in Cubic 
Feet per 
Second 


, 


1896 
April 29 


B. M. Hall 


8 


0.05 


459 


2.280 


590 


2 


July? 


(i « 


8 


0.59 


536 


1.607 


862 


3 


Sept. 9 


ii (( 


8 


—0.65 


390 


0.560 


218 


4 


Oct. 28 


(4 <l 


8 


0.45 


523 


1.400 


733 


5 


" 28 


(1 i( 


8 


2.25 


715 


3.250 


2,327 


6 


Nov. 27 


U <i 


8 


—0.05 


453 


0.991 


449 


7 


1897 
March 17 


(( f( 


91 


2.60 


754 


3.320 


2,656 


8 


Mays 


Max Hall 


II 


0.75 


541 


2.336 


1,264 


9 


June 16 


(( f( 


II 


1.27 


610 


2.675 


1,632 
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DAILY GAUGE-HEIGHT 
J. A. Low, Observer 



1896 


Sept. 


Oct. 


Nov. 


Dec. 




Sept. 


Oct. 


Nov. 


Dec. 


I 








0.00 


0.00 


1. 00 


17 


— 0.65 


— 0.40 


0.40 


0.20 


2 








— 0.20 


— O.IO 


1. 00 


18 


— 0.75 


-7 0.40 


0.20 


0.00 


3 








— 0.30 


— O.IO 


060 


19 


— 0.75 


— 0.40 


0.00 


00 


4 








— 0.30 


0.00 


0.30 


20 


— 0.75 


— 0.50 


0.00 


0.00 


5 








— 0.40 


2.80 


0.30 


21 


— 0.75 


— 0.50 


0.00 


0.00 


6 








— 0.40 


0.80 


0.20 


22 


— 0.60 


— 0.50 


0.00 


0.00 


7 








— 0.50 


0.60 


O.IO 


23 


— O.IO 


— 0.50 


0.00 


0.00 


8 








— 0.50 


0.60 


O.IO 


24 


— 0.30 


0.00 


0.00 


0.00 


9 


— 0.65 


— 0.50 


0.40 


O.IO 


25 


— 0.40 


— O.IO 


0.00 


0.00 


10 


— 0.60 


— 0.30 


0.40 


O.IO 


26 


— 0.60 


— O.IO 


0.00 


0.00 


II 


— 0.60 


— 0.30 


0.40 


O.IO 


27 


— 0.60 


— O.IO 


0.00 


0.00 


12 


— 0.65 


— 0.40 


0.90 


0.00 


28 


— 0.60 


0.00 


0.00 


—O.IO 


13 


— 0.70 


— 0.20 


3.60 


0.00 


29 


—.0.60 


1. 10 


0.00 


—O.IO 


14 


— 0.75 


— 0.30 


1. 00 


0.00 


30 


— 0.70 


1. 00 


1. 00 


— 0.10 


15 


— 0.60 


— 0.40 


0.70 


0.20 


31 


. . 


0.00 


. • 


— O.IO 


16 


-0.55 


— 0.40 


0.70 


0.40 




1 




- 





In feet. 
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DAILY GAUGE-HEIGHT — CVwfAWi/' 
J. A. Low, Observer 











1897 












Jan. 


Feb. 


Mar. 


Apr. 


May June 




Jan. 


Feb. 


Mar. 


Apr. 


May June 


I 


— O.IO 


0.60 


0.80 


1.60 


2.00 


O.IO 


17 


0.50 


0.70 


2.60 


1.80 


0>40 


I.OO 


2 


— O.IO 


2.20 


0.60 


2.00 


1.80 


O.IO 


18 


2.00 


0.60 


2.40 


1.40 


0.40 


0.80 


3 


— O.IO 


1. 00 


0.60 


2.00 


1.80 


0.70 


19 


1.60 


0.60 


2.00 


1.40 


0.40 


0.60 


4 


—O.IO 


0.80 


0.60 


2.60 


1.60 


0.50 


20 


3.60 


0.60 


2.80 


1.20 


0.40 


0.40 


5 


—O.IO 


0.80 


0.60 


11.20 


0.70 


0.50 


21 


3.00 


0.80 


2.00 


1.20 


0.30 


0.40 


6 


— O.IO 


0.90 


3.60 


5.00 


0.70 


0.50 


22 


2.00 


0.80 


1. 00 


1. 00 


0.30 


0.30 


7 


— O.IO 


0.80 


4.00 


3.00 


0.70 


0.40: 


23 


1. 00 


1.60 


1.80 


I.OO 


0.20 


0.30 


8 


— O.IO 


0.80 


2.00 


2.00 


0.60 


0.40 


24 


0.80 


1. 00 


1.80 


1.00 


O.IO 


0.30 


9 


— O.IO 


0.80 


1.80 


3.00 


0.60 


0.30 


25 


0.70 


1. 00 


1.60 


I.OO 


O.IO 


0.30 


10 


—O.IO 


0.80 


1.80 


2.60 


0.50 


0.30 


26 


0.70 


0.80 


1.60 


0,80 


O.IO 


0.20 


II 


— O.IO 


0.80 


1.80 


2.40 


0.50 


0.20 


27 


0.70 


0.80 


1.40 


0.80 


10 


O.IO 


12 


— O.IO 


0.80 


2.80 


2.20 


0.50 


O.IO 


28 


0.60 


0.80 


1.20 


0.80 


O.IO 


O.IO 


13 


— 0.10 


0.80 


7.20 


2.00 


0.50 


O.IO 


29 


0.60 


• 


1.20 


I.OO 


O.IO 


O.IO 


M 


2.20 


1. 00 


6.80 


2.00 


0.40 


O.IO 


30 


0.60 


. . 


1.20 


I.OO 


O.IO 


O.IO 


15 


i.8o 


0.80 


4.00 


2.00 


0.40 


0.00 


31 


0.60 


. . 


1.20 


• » 


O.IO 


. . 


i6 


0.90 


0.80 


3.60 


1.80 


0.40 


3.00 

















In feet. 
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RATING-TABLE 
Drainage Area, S73 Square Miles 



Gaugeheiffht 
in Feet 


Discharge in 
Cubic Feet 
per Second 


Gauge-height 
in Feet 

I 


Discharge in 
Cubic Feet 
per Second 


Gauge-height 
in Feet 


Discharge in 
Cubic Feet 
per Second 


. . . 


. . 


1.00 


i,x8o 


3.00 


3,225 


- . . 


. . 


•I. 10 


1,250 
















—0.75 


200 


1.20 


1.340 
















— 0.70 


210 


1.30 


1.430 
















—0.60 


240 


1.40 


1,520 
















— 0.50 


270 


1.50 


1,610 
















—0.40 


320 


1.60 


1,700 
















—0.30 


360 


1.70 


1,790 
















— 0.20 


410 


1.80 


1,880 
















— O.IO 


470 


1.90 


1,970 
















0.00 


510 


2.00 


2,060 
















O.IO 


565 


2.10 


2,160 
















0.20 


625 


2.20 


2,260 
















0.30 


680 


2.30 


2,370 
















0.40 


750 


2.40 


2,480 
















0.50 


810 


2.50 


2,590 
















0.60 


870 


2,60 


2,700 
















0.70 


950 


2.70 


2,830 
















0.80 


1.025 


2.80 


2,960 
















0.90 


1,110 


2.90 


3,100 

















The minimum discharge, per square mile of drainage area, is 
0.35 cubic feet per second. 
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The other discharge measurements, that have been made, on the 
Etowah river, are as follows : — 

Ladd's, East & West R. R., near Cartersville, Georgia 

DISCHARGE MEASUREMENT 



No. 


Date 


Measurement 
Made by 


Meter 
Num- 
ber 


Gauge- 
height 

in 
Feet 


Area of 
Section in 

Square 
• Feet 


Mean 

Velocity in 

Feet per 

Second 


Discharge 
in Cubfc 
Feet per , 
Second 


I 


1896 
Aug. 22 


Max Hall 


16 


0.90 


317 


1.40 


444 



Rome,* Georgia 
discharge measurements 



No. 


Date 


Measurement 
Made by 


Meter 
Num- 
ber 


Gauge- 
height 

in 
Feet 


Area of . 

Section in 

Square 

Feet 


Mean 

Velocity in 

Feet per 

Second 


Discharge 
in Cubic 
Feet per 
Second 


I 
2 


1896 
Sept. 24 

1897 
May I 


Max Hall 


8 
II 


0.50 
2,90 


609 
1.055 


1.370 
2,468 


834 
2,604 



2nd Avenue Bridge. 
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OOSTANAULA RIVER 



Resaca Station, Gordon County, Georgia 
This station was established, as a Geological Survey Station, on 
July 27th, 1896, using the Weather Bureau gauge- rod. It is 
located at the Western & Atlantic Railroad bridge at Resaca; and 
Mr. S. M. Barnett, has been the observer, since the station was es- 
tablished. The drainage area, above this point, is 1,527 square miles. 
There is a long record of gauge-heights, for previous years, in 
the Weather Bureau office. The following is a statement of work 
done by this Survey at the station: — 

DISCHARGE MEASUREMENTS 
Drainage Area, t\527 Square Miles 



No. 


Date 


Measurement 
Made by 


Meter 
Num- 
ber 


heigILt 
in 
Feet 


Area of 

Section in 

Sauare 

Feet 


Mean 

Velocity in 

Feet per 

Second 


Discharge 
in Cubic 
Feet per 
Second 


I 

3 

4 
5 
6 


1896 
July 27 

Aug. 19 

Oct. 13 

1897 
May 25 

" 29 

June 23 


Max Hall 

4i it. 

If i< 

Olin P. Hall 

<4 <« 


16 
16 
II 

16 
16 
16 


2.90 
X.47 
1.70 

3.48 
3.26 
2.44 


919 
700 

724 

1,070 

998 

865 


1.230 
0.700 
0.830 

1.435 
1.392 
1. 124 


1,133 
492 
601 

1,535 

1,389 

972 
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DAILY GAUGE-HEIGHT 
S. M. Barnett. Observer 



1896 




Aug. 


Sept. 


Oct. 


Nov. 


Dec. 




Aug. 


Sept. 


Oct. 


Nov. 


Dec. 


I 


2.10 


1.20 


6.50 


1.50 


9.25 


17 


1.70 


I.OO 


1.35 


3.30 


3.30 


2 


2.30 


1.25 


3.70 


1.40 


6.70 


18 


1.70 


1. 00 


1.30 


3.00 


3.00 


3 


2.65 


1.20 


2.05 


1.40 


4.65 


19 


1.50 


0.95 


1.20 


2.70 


3.00 


4 


2.40 


1.25 


1.65 


1.35 


390 


20 


1.35 


0.90 


1.15 


2.60 


2.90 


5 


2.IS 


1.15 


1.50 


1.90 


3.50 


21 


1.30 


0.90 


1.15 


2.50 


2.80 


6 


2.00 


1.55 


1.40 


3.15 


3.20 


22 


1.25 


0.85 


1.20 


2.35 


2,60 


7 


1.90 


1.30 


1.30 


2.10 


3.00 


23 


1.20 


1.95 


1.20 


2.40 


2.55 


8 


1.80 


1. 10 


1.30 


2.00 


2.90 


24 


1.50 


1.55 


1.35 


2.35 


2.55 


9 


1.75 


1. 10 


1.30 


2.10 


3.00 


25 


3.20 


1.25 


1.90 


2.25 


2.40 


10 


1.75 


1.05 


1.20 


1.85 


3.50 


26 


2.80 


1.20 


1.60 


2.20 


2.30 


II 


1.6S 


1.00 


1.20 


1.70 


3.30 


27 


1.95 


1. 10 


1.50 


2.10 


2.25 


12 


1.65 


1. 00 


1.20 


3.00 


3.10 


28 


1.70 


1. 10 


1.40 


2.15 


2.20 


13 


1.75 


1.50 


1.55 


13.65 


2.90 


29 


1.50 


1.70 


1.60 


3.80 


2.20 


14 


1.60 


1.25 


1.65 


II.3S 


2.80 


30 


1.40 


8.35 


1.95 


8.70 


2.20 


15 


1.60 


1. 10 


1.50 


II. 10 


4.20 


31 


1.30 


. . 


1.55 


. . 


2.20 


16 


1.70 


1.05 


1.45 


4.25 


3.90 















la feet. 
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DAILY GAUGE-HEIGHT — Continued 
S. M. Barnett, Observer 





1897 






Jan. 


Feb. 


Mar. 


Apr. 


May June 




Jan. 


Feb. 


Mar. 


Apr. 


May 


June 


I 


2.20 


3.80 


4.60 


7.30 


5.40 


4.25 


17 


4.10 


5.40 


25.30 


7.00 


4.70 


2.70 


2 


2.20 


13.90 


4.40 


11.30 


5.05 


3.50 


18 


5.40 


4.70 


23.80 


6.20 


4.40 


2.90 


3 


2.20 


14.00 


4.20 


12.30 


4.60 


3.50 


19 


5.20 


4.50 


21.30 


5.80 


4.10 


2.75 


4 


2.20 


13.28 


430 


12.50 


4.40 


3.65 


20 


4.40 


4.S0 


18.90 


S.50 


395 


2.60 


5 


3.00 


8.70 


5.90 


18.50 


4.25 


3.35 


21 


9.60 


5.00 


18.20 


5.30 


3.85 


2.60 


6 


3.05 


6.20 


10.50 


20.30 


4.10 


3.15 


22 


8.70 


4.60 


18.40 


5.10 


3.80 


2.45 


7 


2.75 


7.30 


18.00 


19.60 


4.00 


3.00 


23 


6.10 


11.40 


17.50 


4.90 


3.75 


2.35 


8 


2.50 


7.60 


18.80 


16.30 


3.95 


2.90 


•24 


5.00 


12.00 


12.70 


4.80 


3.60 


2.35 


9 


2.40 


7.00 


19.00 


10.10 


3.85 


3.00 


25 


4.40 


10.60 


8.40 


4.80 


3.50 


2.45 


10 


2.30 


6.00 


16.20 


10.40 


3.85 


3.15 


26 


4.00 


6.70 


7.60 


4.70 


3.35 


2.45 


• II 


2.25 


5.80 


10.70 


8.60 


3.95 


2.90 


27 


3.70 


5.70 


6.70 


4.70 


3.30 


2.30 


12 


2.25 


8.60 


16.50 


7.60 


4.90 


2.75 


28 


3.40 


5.10 


6.60 


4.60 


3.25 


2.25 


13 


2.25 


9.80 


21.70 


6.80 


5.45 


2.70 


29 


2.70 


• 


6.00 


4.40 


3.25 


3.50 


14 


5.45 


7.70 


21.70 


6.40 


8.45 


2.60 


30 


2.10 


• • 


6.00 


4.30 


3.15 


2.90 


15 


7.50 


6.40 


24.60 


6.80 


8.75 


2.55 


31 


3.50 


. . 


6.00 


. . 


3.50 


. . 


16 


5.10 


5.70 '26.00 


8.20 


5.70 


2.60 

















In feet. 
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RATING-TABLE 
Drainage Area, 1^27 Square Miles 



Gauge- 
height 

in 
Feet 


Discharge 
in Cubic 
Feet per 
Second 


Gauge- 
height 

in 
Feet 


Discharge 
in Cubic 
Feet per 
Second 


Gaure- 
height 
in 
: Feet 

1 


Discharge 
in Cubic 
Feet per 
Second 


1 

1 Gauge 
height 
in 
1 Fett 


Discharge 
in Cubic 
Feet per 
Second 


0.85 


345 


1.70 


601 


2.60 


995 


• 3.50 


1,547 


0.90 


355 


1.80 


640 


2.70 


1.050 


3.60 


1,615 


1. 00 


375 


1.90 


675 


, ^-^^ 


1,105 


; 3.70 


1.684 


1. 10 


400 


2.00 


715 


; 2.90 


X,l62 


i 3.80 


1,755 


1.20 


427 


2.X0 


760 


3.00 


1,225 


3-90 


1,827 


1.30 


454 


2.20 


802 


3.10 


1.287 


4.00 


1,900 


; 1.40 


485 1 


2.30 


850 


r 3.20 


1,350 






1 1.50 


525 , 


2.40 


898 


3.30 


I.4M 






' 1.60 


565 


2.50 


948 


3.40 


1.480 







The minimum discharge, per square mile of drainage area, is 
0.226 cubic feet per second. 

As there is a Weather Bureau gauge on the Oostanaula river, at 
Rome, with a long record of gauge-heights, it has been thought 
advisable, to make a series of discharge measurements at Rome. 
But, as the gauge-height, at this point, is not entirely governed by 
the amount of water, flowing in the stream, being perceptibly af- 
fected, by the condition of the Etowah river, which unites with the 
Oostanaula a short distance below, the following discharge meas- 
urement cannot be used to make a rating-table: — 
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DISCHARGE MEASUREMENTS 



No. 
I 


Date 


Measurement 
Made by 


Meter 
Number 


Gauge- 
height 

in 
Feet 


Area of 

Section 

in Square 

Feet 


Mean 

Velocity in 
Feet per 
Second 


Discharge 
in Cubic 
Feet per 
Second 


1896 
Sept. 24 


Max Hall 
(at sth Ave. bridge) 


8 


0.20 


726 


0.517 


375 


2 


Oct. 15 
1897 


Max Hall 
^at 5th Ave. bridge) 


IX 


0.35 


741 


0.770 


572 


3 


May 7 


Max Hall 
(at 5th Ave. bridge) 


XX 


2.75 


1,170 


1.753 


2.042 


4 


Oct. 15 


Max Hall 
(at 2nd .\ve. bridge) 


II 


0.35 


766 


0.770 


591 
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COOSAWATTEE RIVER 



Carter's Station, Carter's, Murray County, Georgia 

This station was established August 15th, 1896. It is at the 
head of navigation; and it has large water-powers immediately 
above it. Col. S. M. Carter is the observer. The drainage area, 
above this point, is 532 square miles. The following is a statement 
of the work done at station: — 

DISCHARGE MEASUREMENTS 



No. 


Date 


Measurement 
Made by 


Meter 
Num- 
ber 


Gauffe- 
height 

in 
Feet 


Area of 

Section in 

Square 

Feet 


Mean 

Velocity in 

Feet per 

Second 


Discharge 
in Cubic 
Feet per 
Second 


I 


1896 
Aug. 15 


Max Hall 


16 


0.90 


244 


I.310 


320 


2 


" 17 


<i <f 


16 


0.95 


240 


1.320 


319 


3 
4 


Oct. 10 

1897 
May 22 




II 
16 


0.55 
2.10 


197 
379 


I.150 
2.150 


228 
815 


5 


" 24 


<i i« 


16 


1.95 


369 


2.089 


771 


6 


« 26 


Olin Hall 


16 


1.88 


352 


2.020 


712 


7 


" 28 


« i« 


16 


1.85 


346 


2.017 


698 


8 


June I 


(f «i 


16 


1.90 


358 


2.020 


723 


9 


" 15 


«( <( 


16 


1.50 


312 


1.745 


544 


10 


" 28 


(1 « 


16 


1.33 


290 


1.634 


474 
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DAILY gauge-height' 
Col. S. M. Carter, Observer 









1896 




1 




1897 






A 


^ug. 


Sept. 


Oct. 


Nov. 


Dec. 


Jan. 


Feb. 


Mar. 


April 


May 


June 


I 


. 


0.75 


1.25 


0.80 


2.50 


1.30 


1.40 


1.05 


4.05 


4.00 


1.90 


2 






0.75 


1. 10 


0.85 


2.25 


1.25 


4.00, 


1.95 


4.10 


3.25 


1.90 


3 






0.75 


I.OO 


I.OO 


2.00 


1.25 


3.00 


1.85 


5.00 


3.75 


1.90 


4 






0.70 


0.95 


1.05 


2.00 


1.25 


2.15 


1.85 


9.00 


2.50 


2.20 


5 






0.70 


0.95 


3.10 


1.90 


1.20 


2.40 


1.80 


15.00 


2.40 


2.00 


6 






0.65 


0.90 


1.25 


1.80 


1.20 


2.40 


9.00 


4.50 


2.35 


1.90 


7 






0.65 


0.80 


I.OO 


1.80 


1.20 


2.50 


5.10 


4.00 


2.30 


1.80 


8 






0.60 


0.70 


I.OO 


1.75 


1.20 


2.55 


4.00 


3.50 


2.20 


1.80 


9 






0.60 


0.60 


0.90 


1.65 


1. 15 


2.55 


3.50 


3.50 


2.15 


1.70 


10 






0.65 


0.50 


0.90 


1.60 


1.15 


2.50 


3.50 


5.50 


2.20 


1.60 


II 






0.70 


0.50 


6.05 


1.50 


1.15 


2.50 


3.60 


5.00 


2.50 


1.60 


12 






0.65 


0.80 


3.50 


1.40 


1.20 


2.70 


19.30 


4.50 


2.50 


1.60 


13 






0.60 


0.90 


2.60 


1.40 


4.15 


2.50 


11.50 


4.30 


2.50 


1.50 


M 






0.55 


0.80 


1.40 


1.35 


2.20 


2.50 


11.25 


4.00 


2.50 


1.50 


15 c 


>.90 


0.55 


0.75 


I.OO 


2.50 


2.10 


2.10 


10.00 


3.50 


2.40 


1.50 


I6 G 


►.90 


0.55 


0.70 


0.90 


2.50 


2.15 


2.10 


8.00 


4.50 


2.30 


2.70 


17 c 


».95 


0.50 


0.65 


0.95 


2.35 


2.20 


2.05 


5.50 


3.50 


2.30 


1.80 


i8 c 


>.90 


0.50 


0.65 


0.90 


2.20 


2.00 


2.00 


5.00 


3.30 


2.30 


1.60 


19 c 


..85 


0.45 


0.60 


0.90 


2.05 


2.00 


2.00 


6.00 


3.25 


2.20 


1.50 


20 C 


».8o 


0.50 


0.55 


0.90 


2.00 


2.15 


2.00 


6.00 


3.20 


2.20 


1.50 


21 C 


>.8o 


0.50 


0.55 


0.85 


1.85 


4.10 


2.05 


5.10 


3.10 


2.10 


1.50 


22 C 


>.8o 


0.55 


0.60 


0.85 


1.85 


2.15 


2.10 


5.00 


3.00 


2.10 


1.40 


23 « 


>.75 


0.65 


0.80 


0.85 


1.80 


2.10 


7.00 


4.80 


3.95 


2.00 


1.40 


24 < 


>.95 


0.75 


1.30 


0.90 


1.70 


2.00 


3-50 


4.50 


3-95 


2.00 


1.50 


25 c 


).95 


0.65 


0.95 


I.OO 


1.60 


2.00 


2.50 


4.00 


3.90 


1.90 


1.40 


26 ( 


>.95 


0.60 


0.60 


I.OO 


1.50 


1.90 


2.40 


3.75 


3.80 


1.90 


1.40 


27 < 


).90 


0.60 


0.60 


0.95 


1.50 


1.70 


2.30 


3.50 


3.70 


1.80 


1.40 


28 ( 


).90 


0.55 


0.70 


1.25 


1.45 


1.50 


2.20 


3.35 


3.65 


1.80 


1.40 


29 ( 


>.85 


1.60 


1.25 


1.25 


1.40 


1.40 


. . 


3.25 


3.60 


1.80 


2.50 


30 < 


).85 


1.40 


0.90 


3.50 


1.40 


1.30 


• • 


3.10 


3.50 


2.50 


1.50 


31 < 


).8o 


• • 


0.80 


. . 


1.35 


1.20 


. • 


3.00 


. . 


2.00 


. • 



I In feet. 
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RATING-TABLE 
Drainage Area, jj* Square Miles 



Gauge- 
height 
in 
Feet 


Discharge 

in Cubfc 

Feet per 

Second 


Gauge- 
height 
in 
Feet 


Discharge 
in Cubic 
Feet per 
Second 


Gauge- 
height 

in 
Feet 


Discharge 
in Cubic 1 
Feet per ' 
Second 1 


Gauge- 
height 

in 
Feet 


Discharge; 
in Cubic 
Feet per 
Second 


Gauge- 
height 

in 
Feet 


Discharge 
in Cubic 
Feet per 
Second 


0.45 
50 
o.6o 
0.70 
0.80 


202 

215 
242 
269 
296 


0.90 
1. 00 
1. 10 
1.20 
1.30 


1 
337 1 

338 

400 

433 
468 


1.40 
1.50 
1.60 
1.70 
1.80 


504 
544 
585 
628 

675 


1.90 
2.00 
2.10 
2.20 
2.30 


723 
771 
820 
870 
921 


2.40 
2.50 


973 
1,026 



The minimum discharge, per square mile of drainage area, is 
0.38 cubic feet per second. 

In order to establish the value of the water-powers on the Coosa- 
wattee river, above the mouth of Talking Rock creek, a large trib- 
utary, which enters the river, about a half mile above Carter's Sta- 
tion, the following measurements have been made on this creek, 
at its mouth, the gauge-heights, referred to, being those on the 
river, at Carter's, at the times the measurements were made. The 
drainage area of Talking Rock creek is 150 square miles. 

DISCHARGE MEASUREMENTS 



No. 


Date 


Measurement 
Made by 


Meter 

Num- 
ber 


River 
Gauge- 
height 

in 
Feet» 


Area of 

Section in 

Square 

Feet 


Mean 

Velocity in 

Feet per 

Second 


Discharge 

in Cubic 

Feet per 

Second 


I 
2 

3 


1896 
Oct. 10 

1897 
May 24 

June 28 


Max Hall 

tt M 

Olin P. Hall 


II 

16 
16 


0.55 

1.95 
1.33 


28 

75 
45 


1.250 

1.565 
1.253 


35 

117 
56 



* At Carter's Station. 
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A discharge measurement was also made on Salacoa creek, near 
its mouth, at Nesbitt's bridge, in Gordon county, on June 23d, 1896, 
when the gauge at Carter's stood at 1.40 feet, and the gauge at 
Resaca, at 2.35 feet. Measurement made by Olin P. Hall; meter 
number, 16; area of section, 84 square feet; mean velocity, 0.40 
feet per second; discharge, 34 cubic feet per second. 

This completes the statement of the work, done on the Mobile 
Basin, in Georgia. 

Very extensive measurements have been made on this basin, in 
Alabama, on the Coosa and Tallapoosa rivers, whose head-waters 
come from Georgia. 

The railroads, that give access to the water-powers of the Mobile 
Basin, in Georgia, are the Atlanta, Knoxville & Northern, the West- 
ern & Atlantic, The Southern, The Chattanooga, Rome & Colum- 
bus, and The East & West. 
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TENNESSEE BASIN 



There is a regular station of the U. S. Geological Survey at Mur- 
phy, N. C, on the Hiawassee river; and discharge measurements 
have been made on the same river, at Reliance, Tennessee. A great 
part of this water comes from Georgia; and the measurements will 
be useful, in the future, for furnishing a water-shed formula, to ap- 
ply to Georgia streams of the water-shed. These rapid mountain 
streams in Georgia, which furnish a great part of the waters of the 
Hiawassee and Ocoee rivers, will be measured, at low-water, during 
the coming autumn, by this Survey, The only measurement made, 
so far, on these streams, is at Mineral Bluff, on the Ocoee river 
(also called the Toccoa river). This measurement was made at ex- 
treme low water by the writer, on October 15th, 1896, with meter 
No. 8. Area of cross-section, 332 square feet; mean velocity, 0.443 
feet per second; discharge, 148 cubic feet per second. The Geor- 
gia water-powers of the Tennessee Basin are mainly in Fannin, 
Union and Towns counties, and are reached by the Atlanta, Knox- 
ville & Northern Railroad. 
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